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ENGINEERING, SURVEYING, &c. 


Humber's Great Work on Bridge Construction. 

A COMPLETE AND PRACTICAL TREATISE ON CAST AND 
WROUGHT- IRON BRIDGE CONSTRUCTION, including Ivon Founda- 
tions. In Three Parts — Theoretical, Practical, and Descriptive. By William 
Humber, Assoc. Inst. C.E., and M. Inst. M.E. Third Edition, revised and much 
improved, with 1 15 Double Plates (20 of which now first appear in this edition), and 
numerous Additions to the Text. In 2 vols., imp. 4to, price 6/. 16/. 6 d. half-bound 
in morocco. 

** A very valuable contribution to the standard literature of civil engineering. I n addition to elevations, 
plans and sections, large scale details are given, which very much enhance the instructive worth of these 
illustrations. No engineer would willingly be without so valuable a fund of information.” — Civil 
Engineer and A rchitcct's Journal. 

“Mr. Humber’s stately volumes, lately issued — in which the most important bridges erected during 
the last five years, under the direction of the late Mr. Brunei, Sir W. Cubitt, Mr. Hawkshaw, Mr. Page, 
Air. Fowler, Mr. Hemans, and others among our most eminent engineers, are drawn and specified in 
great detail."— Engineer. 

Humber's New Work on Water-Supply. 

A COMPREHENSIVE TREATISE ON THE WATER SUPPLY 
OF CITIES AND TOWNS. By William Humber, Assoc. Inst C.E., and 
M. Inst. M.E., Author of “Cast and Wrought Iron Bridge Construction,” &c., & c. 
This work, it is expected, will contain about 50 Double Plates, and upwards of 300 
pages of Text. Imp. 4to, half bound in morocco. [In the Press. 

AMONGST OTHER IMPORTANT SUBJECTS THE FOLLOWING WILL BE TREATED IN THE TEXT 

Historical Sketch of the means that have been proposed and adopted for the Supply of Water. — Water 
and the Foreign Matter usually associated with it. — Rainfall and Evaporation. — Springs and Subterranean 
Lakes.— Hydraulics.— The Selection of Sites for Water Works. — Wells.— Reservoirs. — Filtration and 
Filter Beds. — Reservoir and Filter Bed Appendages. — Pumps and Appendages. — Pumping Machinery.— 
Culverts and Conduits, Aqueducts, Syphons, &c. — Distribution of Water. — Water Meters and General 
House Fittings. — Cost of Works for the Supply of Water. — Constant and Intermittent Supply. — Sugges- 
tions for preparing Plans, &c., &c., together with a Description of the numerous Works illustrated, viz.:— 
Aberdeen, Bideford, Cockermouth, Dublin, Glasgow, Locn Katrine, Liverpool, Manchester, Rotherham, 
Sunderland, and several others ; with copies of the Contract, Drawings, and Specification in each case. 
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Straitis, Formula and Diagrams for Calculation of. 

A HANDY BOOK FOR THE CALCULATION OF STRAINS IN 
GIRDERS and SIMILAR STRUCTURES, and their STRENGTH ; | 
Consisting of Formulae and Corresponding Diagrams, with numerous details for 
Practical Application, &c. By William Humber, Assoc. Inst. C.E., &c. Fcap. 
8vo, with nearly 100 Woodcuts and 3 Plates, price Js. 6 d. cloth. 

“ The formulae are neatly expressed, and the diagrams good.’’— Athenaum . 

i " We heartily commend this really handy book to our engineer and architect readers . "—English . 
Mechanic. % 
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Humber's Modern Engineering. — First Series. 

A RECORD OF THE PROGRESS OF MODERN ENGINEERING, 

1863. Comprising Civil, Mechanical, Marine, Hydraulic, Railway, Bridge, and 
other Engineering Works, &c. By William Humber, Assoc. Inst. C. E., &c. 
Imp. 4to, with 36 Double Plates, drawn to a large scale, Photographic Portrait 
of John Hawkshaw, C.E., F.R.S., &c., and copious Descriptive Letterpress, 
Specifications, &c. Frice 3/. y. half-morocco. 

List of the Plates and Diagrams. 


Rhenish Rail. (2 plate*); Bridge over the Thames, 
West London Extension Railway (5 plates) ; 
Armour Plates; Suspension Bridge, Thames (4 
plate*) ; The Allen Engine : Suspension Bridge, 
Avon (3 plates) ; Underground Railway (3 plates). 


Vicloria Station and Roof, L. B. & S. C. R. 

(8 plates) ; Southport Pier (2 plates) ; Victoria 
Station and Roof. L. C. & D. and G. W. R. (6 
plates) ; Roof of Cremorne Music Hall : Bridge 
over G. N. Railway; Roof of Station, Dutch 

"Handsomely lithographed and printed. It will find favour with' many who desire to preserve in a 
permanent form copies of the plans and specifications prepared for the guidance of the contractors for 
many important engineering works.”— Engineer. 

HUMBER’S MODERN ENGINEERING. — Second Series. 1864. 

With 36 Double Plates, Photographic Portrait of Robert Stephenson, C.E., M.P., 
F.R.S., &c., and copious Descriptive Letterpress, Specifications, &c. Price 3 1. y. 

half-morocco. 

List of the Plates and Diagrams. 


Birkenhead Docks, Low Water Basin (15 plates); 
Charing Cross Station Roof, C. C. Railway (3 
plates) ; Digswcll Viaduct, Great Northern Rail- 
way ; Robbery Wpod Viaduct, Great Northern 
Railway ; Iron Permanent Way ; Clydach Viaduct, 
Merthyr, Tredegar, and Abergavenny Railway ; 


Ebbw Viaduct, Merthyr, Tredegar, and Aber- 
gavenny Railway ; College Wood Viaduct, Coni- 
wall Rail.; Dublin Winter Palace Roof {3 plates); 
Bridge over the Thames, L. C. and D. Railway 
(6 plates) ; Albert Harbour, Greenock (4 plates). 


” Mr. Humber has done the profession good and true service, by the fine collection of examples he has 
here brought before the profession and the public.” — Practical Mechanic' s Journal 

HUMBER’S MODERN ENGINEERING. — Third Series. 1865. 

Imp. 4to, with 40 Double Plates, Photographic Portrait of J. R. M ‘Clean, Esq., 
late Pres. Inst. C.E., and copious Descriptive Letterpress, Specifications, &c. 
Price 3/. y. half-morocco. 

and Diagrams. 

I Branch (a plates) ; Outfall Sewer, Reservoir and 
Outlet (4 plates) ; Outfall Sewer, Filth Hoist ; 
Sections of Sctyers (North and South Sides). 

Thames Embankment. — Section of River Wall; 
Steam-boat Pier, Westminster (2 plates) ; Land- 
ing Stairs between Charing Cross and Waterloo 
Bridges ; York Gate (2 plates: ; Overflow and 
Outlet at Savoy Street Sewer (3 plates) ; Steam- 
boat Pier, Waterloo Bridge (3 plates) ; Junction 
of Sewers, Plans and Sections ; Gullies, Plans 
and Sections ; Rolling Stock ; Granite and Iron 
Forts. 


List of Plates 

Main Drainage, Metropolis.— North Sid*. 
— Map showing Interception of Sewers; Middle 
Level Sewer (2 plates) ; Outfall Sewer, Bridge 
over River I.ea (3 plates) ; Outfall Sewer : 
Bridge over Marsh Lane, North Woolwich 
Railway, and Bow and Barking Railway Junc- 
tion ; Outfall Sewer, Bridge over Bow and Bark- 
ing Railway (3 plates) ; Outfall Sewer, Bridge 
over East London Waterworks’ Feeder (a plates) : 
Outfall Sewer, Reservoir (2 plates) ; Outfall Sewer, 
Tumbling Bay and Outlet ; Outfall Sewer, Pen- 
stocks. South Side . — Outfall Sewer, Bermondsey 


"The drawings have a constantly increasing value, and whoever desires to possess clear representa- 
tions of the two great works carried out by our Metropolitan Board will obtain Mr. Humoex’s last 
volume.” — Engineering. 

HUMBER’S MODERN ENGINEERING. — Fourth Series . 1866. 

Imp. 4to, with 36 Double Plates, Photographic Portrait of John Fowler, Esq., 
Pres. Inst. C.E., and copious Descriptive Letterpress, Specifications, &c. Price 
3/. y. half-morocco. 

List of the Plates and Diagrams. 

Abbey Mills Pumping Station, Main Drainage, 

Metropolis (4 plates); Barrow Docks (5 plates); 

Manquis Viaduct, Santiago and Valparaiso Rail- 
way (a plates); Adam’s Locomotive, St. Helen’s 
Canal Railway (a plates); Cannon Street Station 
Roof, Charing Cross Railway (3 plates) ; Road 
Bridge over the RiverMoka (a plates); Telegraphic 


Apparatus for Mesopotamia ; Viaduct over the 
River Wye, Midland Railway (3 plates); St. Ger- 
mans Viaduct, Cornwall Rail. (2 plates) ; Wrought- 
Iron Cylinder for Diving Bell ; Mill wall Docks (6 
plates); Milroy’s Patent Excavator ; Metropolitan 
District Railway (6 plates) ; Harbours, Ports, and 


Breakwaters (3 plates). 

, '* W «£l ad, y we lcome another year’s issue of this valuable publication from the able pen of Mr, Ham 
t Pjf r ' The accuracy and general excellence of this work are well known, while it* usefulness in giving 
A * nd r *' * of * omc of the ,atest examples of engineering, as carried oat by the most 

eminent men in the profession, cannot be too highly prized.”— Artisan. 
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Barlow on the Strength of Materials , enlarged. 

A TREATISE ON THE STRENGTH OF MATERIALS, with Rules 1 
for Application in Architecture, the Construction of Suspension Bridges, Railways, 1 
&c. By Peter Barlow, F.R.S. A New Edition, revised by his Sons, P. W. ; 
Barlow, F.R.S. , and W. H. Barlow, F.R.S. ; to which are added, Experiments 
by Hodgkinson, Fairbairn, and Kirkaldy ; and Formulae for Calculating 
Girders, &c. The whole Arranged and Edited by W. Humber, C.E. Demy 8vo, 
400 pp., with 19 large Plates and numerous Woodcuts, price 18s. cloth. 

“ The standard treatise UDon this particular subject.” — Engineer. 

11 An increased value has been given to this very valuable work by the addition of a large amount of in- 
formation, which cannot prove otherwise than highly useful to those who require to consult it. . . .** — 
Mechanics' Magazine. 

Hydraulics . 

HYDRAULIC TABLES, CO EFFICIENTS, AND FORMULA for 

finding the Discharge of Water from Orifices, Notches, Weirs, Pipes, and Rivers, 

By John Neville, C.E. Second Edition, with New Formulae, Tables, and 
general Information on Rain-fall, Catchment-Basins, Drainage, Sewerage, Water 
Supply for Towns and Mill Power. With numerous Woodcuts, 8vo, i6c cloth. 

Levelling. 

A TREATISE ON THE PRINCIPLES AND PRACTICE OF ; 
LEVELLING ; showing its Application to Purposes of Railway and Civil 
Engineering, in the Construction ol Roads; with Mr. Telford’s Rules for the 
same. By Frederick W. Simms, F.G.S., M. Inst. C.E. Fifth Edition, with 
the addition of Law’s Practical Examples for Setting out Railway Curves, and 
Trautwine’s Field Practice of Laying out Circular Curves. With 7 Plates and 
numerous Woodcuts, 8vo, 8*. 6 <i. cloth. Trautwinf. on Curves, separate, 5-r. 

** The text-book on levelling in most of our engineering schools and colleges.**— Engineer. 


Tunnelling. 

PRACTICAL TUNNELLING; explaining in Detail the Setting out of the 
Works ; Shaft Sinking, and Heading Driving ; Ranging the Lines and LevelHitgf l 
Underground ; Sub- Excavating, Timbering, and the Construction of the Brick- I 
work of Tunnels ; with the Amount of Labour required for, and the Cost of the 
various Portions of the Work. By Fredk. W. Simms, F.R. A.S., F.G.S. 1 

[A New Edition in Preparation^ j 

Strength of Cast Iron , &e. 

A PRACTICAL ESSAY ON THE STRENGTH OF CAST IRON 
AND OTHER METALS. By Thomas Tredgold, C. E. Fifth Edition To 
which are added, Experimental Researches on the Strength and other Properties of I 
Cast Iron, by E. Hodgkinson, F.R.S. With 9 Engravings and numerous 
Woodcuts. 8vo, I2r. doth. *.* Hodgkinson’s Researches, separate, price fir. 

Strains. 

THE STRAINS ON STRUCTURES OF IRONWORK; with Practical i 
Remarks on Iron Construction. By F. W. StfEILDS, M. Inst. C.E. Second Ed'i- 1 
tion, with 5 Plates. Royal 8vo, 5 r. cloth. 

Harbours. 

THE DESIGN AND CONSTRUCTION OF HARBOURS: A Treatise 
on Maritime Engineering. By Thomas Stevenson, F.R.S.E., F.G.S. , M.I.C.E. 
Second Edition, containing many additional subjects, and otherwise generally 
extended and revised. With 20 Plates and numerous Cuts. Small 410, ifr. cloth. 

Bridge Construction in Masonry , Timber , and Iron. 

EXAMPLES OF BRIDGE AND VIADUCT CONSTRUCTION OF 
MASONRY, TIMBER, AND IRON; consisting of 46 Plates from the Con- 
tract Drawings or Admeasurement of select Works. By W. D. Haskoi.l C.E. 
Second Edition, with the addition of 554 Estimates, and the Practice of Setting out 
Works. Illustrated with 6 pages of Diagrams. Imp. 410, price 2/. I2r. Gd. half- i 
morocco. 


One of the very few works extant descending to the level of ordinary routine, and treating on the 
common every-day practice of the railway engineer. ... A work of the present nature by a man of Mr 
Haskolt s experience, must prove invaluable to hundreds. The tables of estimates will considerably 
• enhance its value. — Engineering. y 

J ... 
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Iron Bridges , Girders , Roofs, &c. 

A TREATISE ON THE APPLICATION OF IRON TO THE CON- 
STRUCTION OF BRIDGES, GIRDERS, ROOFS, AND OTHER 
WORKS. Especially Arranged for the Use of Students and Practical Mechanics, 
all Mathematical Formulae and Symbols being excluded. By Francis Campin, 
C.E. With numerous Diagrams. i2mo, cloth boards, 3^. 

“ For numbers of young engineers the book is just the cheap, handy, first guide they want.” — Middles - 
f borough Weekly News. “ Remarkably accurate and well written." — Artizan. 

Construction of Iron Beams, Pillars, &c. 

IRON AND HEAT ; exhibiting the Principles concerned in the Construction of 
Iron Beams, Pillars, and Bridge Girders, and the Action of Heat in the Smelting 
Furnace. By James Armour, C.E. Woodcuts, i2mo, cloth boards, 3/. 6 d. 

* A very useful aud thoroughly practical little volume, in every way deserving of circulation amongst 
working men ."—Mining Journal. 

I Mechanical Engineering. 

A PRACTICAL TREATISE ON MECHANICAL ENGINEERING: I 

Comprising Metallurgy, Moulding, Casting, Forging, Tools, Workshop Machinery, 
Mechanical Manipulation, Manufacture of the Steam Engine, &c., &c. With an 
Appendix on the Analysis of Iron and Iron Ore, and Glossary of Terms. By 
Francis Camtin, C.E. With 91 Woodcuts and 28 Plates. 8vo, cloth, I2 j. 

Fire Engineering. 

FIRES, FIRE-ENGINES, AND FIRE BRIGADES. With a History 
of Fire-Engines, their Construction, Use, and Management ; Remarks on Fire-Proof 
Buildings, and the Preservation of Life from Fire ; Statistics of the Fire Appliances 
in English Towns ; Foreign Fire Systems ; Hints on Fire Brigades, &c., &c. By 
Chari.es F. T. Young, C.E. With numerous Illustrations, handsomely printed, 
544 pp., demy 8vo, price 1 /. 4J. cloth. 

“ We can most heartily commend this book. .... It is really the only English work we now 
have upon the subject." — Engineering. 

Oblique A rches. 

A PRACTICAL TREATISE ON THE CONSTRUCTION OF 
OBLIQUE ARCHES. By John Hart. Third Edition, with Plates. 
Imperial 8vo, price 8 s. cloth. 

Oblique Bridges. 

A PRACTICAL AND THEORETICAL ESSAY ON OBLIQUE 
BRIDGES, with 13 large Plates. By Geo. W. Buck, M.I.C.E. Second Edition, 
corrected by W. H. Barlow, M.I.C.E. Imperial 8vo, 12 s. cloth. 

“The standard text-book for all engineers regarding skew arches is Mr. Buck’s treatise, and it 
would be impossible to consult a better.”— Engi neer. 

Gas arid Gasworks. 

A TREATISE ON GASWORKS AND THE PRACTICE OF MANU- 
FACTURING AND DISTRIBUTING COAL GAS. By Samuel 
Hughes, C.E, Third Edition, Revised by W. Richards, C.E. With 68 Wood- 
cuts, l2mo, 4^. cloth boards. 


Waterworks for Cities and Towns. 

WATERWORKS FOR THE SUPPLY OF CITIES AND TOWNS, | 

■with a Description of the Principal Geological Formations of England as influencing 
Supplies of Water. By Samuel Hughes, F.G.S., Civil Engineer. With 
numerous Illustrations. New and Enlarged Edition, i2mo, 5 s. doth boards. 

" One of the most convenient, and at the same time reliable works on a subject the vital importance of 
which cannot be over-estimated.”— Bradford Observer. 

Marine Engineer s Pocket-Book. 

A POCKET-BOOK OF USEFUL TABLES AND FORMULA 


FOR MARINE ENGINEERS. By Frank Proctor, Associate of the 
Institute of Naval Architects. Ohlong 32rao, bound in leather, gilt edges, 4 s. 

"This little manual imnnot be otherwise than extremely useful to those for whom it is intended. . . . 

. I he compiler has. in a . provided the marine engineer with a vade mectim obviously calculated to be , 
X ° f 'o him in his daily fmsm ta."Shi//i v Mnxnnti/r Cure//,. March 1316. 187*. £ 
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Trigonometrical Surveying. 

AN OUTLINE OF THE METHOD OF CONDUCTING A TRIGO- 
NOMETRICAL SURVEY, for the Formation of Geographical and Topo- 
graphical Maps and Plans, Military Reconnaissance, Levelling, &c-, with Useful 
Problems, Formula;, and Tables. By Lieut -General Frome, R.E. Fourth Edi- 
tion, Revised and partly Re-written. By Captain Charles Warren, R.E. With 
19 Plates and 1 15 Woodcuts, royal 8vo, i6r. cloth. 

Tables of Curves. 

TABLES OF TANGENTIAL ANGLES AND MULTIPLES, for 

Setting out Curves from 5 to 200 Radius. By Alexander Beazeley, M. Inst. 
C.E. Printed on 48 Cards, and sold in a cloth box, waistcoat-pocket six, price 
y. 6 d. 

“ Each table is printed on a small card, which, being placed on the theodolite, leaves the hands free to 
1 manipulate the instrument — no small advantage as regards the rapidity of work.**— Engineer. 

“ very handy : a man may know that all his day’s work must fall on two of these cards, which he puts 
, into his own card-case, and leaves the rest behind ." — Athena urn. 

Estimate arid Price Book. 

THE CIVIL ENGINEER'S AND CONTRACTOR'S ESTIMATE 
AND PRICE BOOK, for Home or Foreign Service: in reference to Roads, 
Railways, Tramways, Docks, Harbours, Forts, Fortifications, Bridges, Aqueducts, 
Tunnels, Sewers, Waterworks, Gasworks, Stations, Barracks, Warehouses, &c., &c. 
With Specifications for Permanent Way, Telegraph Materials, Plant, Main- 
tenance, and Working of a Railway ; a Priced List ol Machinery, Plant, Tools, &c. 
By W. D. Has ROLL, C.E. Plates and Woodcuts. Published Annually. 8vo, 
cloth, 6 s. 

“ As furnishing, a variety of data on every conceivable want to civil engineers and contractors, this book 
has ever stood perhaps unrivalled.” — Architect. 

Surveying ( Land and Marine). 

LAND AND MARINE SURVEYING, 'in reference to the Preparalion of 
Plans for Roads and Railways, Canals, Rivers, Towns’ Water Supplies, Docks and 
Harbours ; with Description and Use of Surveying Instruments. By W. Davis 
Haskoll, C.E. With 14 Folding Plates and numerous Woodcuts. Demy 8vo, 
1 2s. 6 d. cloth. 

“A most useful and well arranged book for the aid of a student A carefully-written and 

valuable text-book.” — Builder. 

'* A volume which may be safely recommended to all students who aspire to become clean and expert 
surveyors.” — Mining Journal. 

Engineering Fieldwork. 

THE PRACTICE OF ENGINEERING FIELDWORK, applied to Land 
and Hydraulic, Hydrographic, and Submarine Surveying and Levelling. Second 
Edition, Revised, with considerable Additions, and a Supplement on Waterworks, 
Sewers, Sewage, and Irrigation. By W. Davis Haskoll, C.E. Numerous Fold- 
ing Plates. In One Volume. Demy 8vo, I /. is. cloth boards. 

Mining, Surveying, and Valuing. 

THE MINERAL SURVEYOR AND VALUER’S COMPLETE 
GUIDE ; comprising a Treatise on Improved Mining Surveying, with New Tra- 
verse Tables, and Descriptions of Improved Instruments ; also an Exposition of the 
Correct Principles of Ikying out and Valuing Home and Foreign Iron and Coal 
Mineral Properties. By WILLIAM Lintkrn, Mining and Civil Engineer. To which 
is appended, M. Thoman’s Treatise on Compound Interest and Annuities, 
with Logarithmic Tables. With Four Plates of Diagrams, Plans, &c. In One 
thick Volume, l2mo, tor. 6 d. cloth. 

" Contains much valuable information, given in a small compass, and which, as far as we have tested it, 

| is thoroughly trustworthy .” — Iron and Coal Trades Revirtr. 

The Laws of Mines and Mining Companies. 



A PRACTICAL TREATISE ON THE LAW RELATING TO MINES 
AND MINING COMPANIES. By Whitton Arundell. Crown 8vo, 4r. i 
t cloth. t 
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Coal and Coal Alining. 

COAL AND COAL MINING, a Rudimentary Treatise on. By Warington 
W. Smyth, M.A., F.R.S., &c., Chief Inspector of the Mines of the Crown and 
of the Duchy of Cornwall. New Edition, Revised and Corrected, with numerous 
Illustrations. i2mo, 4 s. 6 d. cloth boards. 

" Even- portion of the volume appears to have been prepared with much care, and an outline is given 
of every known coal-field in this and other countries, as well asof the two principal methods of working.” 

— Mining Journal. 

Field-Book for Engineers. 

THE ENGINEER’S, MINING SURVEYOR’S, AND CON- 
TRACTOR’S FIELD-BOOK. By W. Davis Haskoll, Civil Engineer. 
Third Edition, much enlarged. With numerous Woodcuts, i2mo, price 12 s. cloth. 

A very useful work for the practical engineer and surveyor. Every person engaged in engineering 
field operations will estimate the importance of such a work and the amount of valuable time which will 
be saved by reference to a set of reliable tables prepared with the accuracy and fulness of those given in j 
this volume " — Railway News. 

Earthwork, Measurement and Calculation of. 

A MANUAL ON EARTHWORK. By Alex. J. S. Graham, C.E. With 
numerous Diagrams. l8mo, 2 s. 6 d. cloth. 

"Asa really handy book for reference, we know of no work equal to it : and the railway engineers 
and others employed in the measurement and calculation of earthwork will find a great amount of practical 
information very admirably arranged, and available for general or rough estimates, as well as for the more 
exact calculations required in the engineer’s and contractor’s offices.” — Artisan. 

Draivings for Engineers, &c. 

THE WORKMAN'S MANUAL OF ENGINEERING DRAWING. 

By John Maxtok, Instructor in Engineering Drawing, South Kensington. Second 
Edition, carefully revised. With upwards of 300 Plates and Diagrams. l2mo, 
cloth, strongly bound, 4 s. (yd. 

“ A copy of it should be kept for reference in every drawing office/* — Engineering. 

“ An indispensable book for teachers of engineering drawing.”— Mechanics' Magazine. 

Weale’s Engineers Pocket-Book. 

THE ENGINEER’S, ARCHITECT’S, AND CONTRACTOR’S 
POCKET-BOOK (Lockwood & Co.’s ; formerly ’Weale’s). Published 
Annually. In roan tuck, gilt edges, with to Copper-Plates and numerous Woodcuts. 
Price 6s. 

” Every branch of engineering is treated of, and facts, figures, and data of every kind abound.” — 
Mechanics' Magazine. 

" It contains a large amount of information peculiarly valuable to those for whose use it is compiled. 
We cordially commend it to the engineering and architectural professions generally. /V ining Journal. 

Weale's Dictionary of Terms in A rchitecture. Engineering, 
Art, &c. 

A DICTIONARY OF TERMS USED IN ARCHITECTURE, BUILD- 
ING, ENGINEERING, MINING, METALLURGY, ARCHAEOLOGY, 
THE FINE ARTS, &c. By John Wkale. Fourth Edition, enlarged by 
Robert Hunt, F. R.S., Keeper of Mining Records, Editor of “Ure’s Dictionary 
of Arts,” &c. l2nto, <xr. cloth. 

Weale’s Series of Technical and Educational Works. 

WEALE’S SERIES OF RUDIMENTARY, SCIENTIFIC, EDUCA- I 
TIONAL, AND CLASSICAL WORKS. 

*.* These popular and cheap Series of Books, now comprising nearly Three Hundred 
distinct works in almost every department of Science, ArV ana Education, are recom- 
mended to the notice of Engineers, .Architects, Builders, Artisans, and Students 
generally, as well as to those interested in Workmen’s Libraries, Free Libraries, Literary 
and Scientific Institutions, Colleges, Schools, Science Classes, &c., &c. 

JV. B. Lists for Distribution amongst Science Classes. &V., may be had in any reason- i 
able quantity on application. % 
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ARCHITECTURE, &c. 

Construction. 

THE SCIENCE OF BUILDING: An Elementary Treatise on the Principles j 
of Construction. By E. Wyndham Tarn, M. A., Architect. Illustrated with 47 j 
Wood Engravings. Demy 8vo, price 8 j. 6 d . cloth. 

" A very valuable book, which we strongly recommend to all students." — Builder. 

"No architectural student should be without this hand-book of constructional knowledge."— Architect, j 

Villa Architecture. 

A HANDY BOOK OF VILLA ARCHITECTURE; Being a Series of 
Designs for Villa Residences in various Styles. With Detailed Specifications and 
Estimates. By C. Wickes, Architect. First Series, 30 Plates ; Second Series, 

31 Plates. Complete in I vol., 4to, price 2/. 10 s. half-morocco. 

*»* Either Series separate, price 1/. 7 s. each, half-morocco. 

"The whole of the designs bear evidence of their being the work of an artistic architect, and they 
will prove very valuable and suggestive."— Building Nrtvs. 

Architect's Guide. 

THE ARCHITECT'S GUIDE; or, Office and Pocket Companion for Engineers, 
Architects, Land and Building Surveyors, Contractors, Builders, Clerks of Works, 

&c. By W. D. HasKoll, C.E., R. W. Billings, Architect, F. Rogers, and P. 
Thompson. Woodcuts, i2mo, 3r. fsd, cloth. 

Taylor and Cresy’s Rome. 

THE ARCHITECTURAL ANTIQUITIES OF ROME. By the late G. 

L. Taylor, Estj., F.S.A., F. R.I.B. A., and Edward Cresy, Esq. New Edition, 
thoroughly revised, and supplemented by the most recent accessions to the 
topography and archxology of that city. Completed under the editorial care of the 
Rev. Alexander Taylor, M.A. (son of the late G. L. Taylor, Esq.), Fellow of 
Queen’s College, Oxford, and Chaplain of Gray’s Inn. This is the only book which 
gives on a large scale, and with the precision of architectural measurement, the 
principal Monuments of Ancient Rome in plan, elevation, and detail. Large folio, I 
with 130 Plates, half-bound, price 3/. 3*. 

*,* Originally published in two volumes, folio, at iS/. 18 s. 

Vitruvuis' A rchitec.ture. 

THE ARCHITECTURE OF MARCUS VITRUVIUS POLLIO. 
Translated by Joseph Gwilt, F.S.A., F.R.A.S. Numerous Plates. 12 mo, 
cloth limp, price 5 s. 

The Young Architect's Book. 

HINTS TO YOUNG ARCHITECTS. By George Wigutwick, Author 
of “ The Palace of Architecture,” &c. Numerous Woodcuts. 8vo, 7 s. cloth. 

Drawing for Builders and Students in A rchitecture. 

PRACTICAL RULES ON DRAWING, FOR THE OPERATIVE 
BUILDER AND YOUNG STUDENT IN ARCHITECTURE. By 
George Pyne. With 14 Plates, 4to, 7 s . td . boards. 

Cottages, Villas, and Country Houses. 

DESIGNS AND EXAMPLES OF COTTAGES, VILLAS, AND 
COUNTRY HOUSES; Being the Studies of several eminent Architects and 
Builders ; consisting of Plans, Elevations, and Perspective Views ; with approxi- 
. mate estimates of the Cost of each. In 4to, with 67 Plates, price 1 /. is ., cloth. 

The House-Owner s Estimator. 

THE HOUSE OWNER’S ESTIMATOR; or, What will it Cost to Build, 
Alter, or Repair? A Price Book adapted to the Use of Unprofessional People, as 
well as for the Architectural Surveyor and Builder. By James D. Simon, A. R.I.B. A. 
Edited and Revised by Francis T. W. Miller, Surveyor. With numerous 
Illustrations. Crown 8vo, cloth, price y . 6 d . VJ u *t ready . b 
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Handbook of Specifications. 

THE HANDBOOK OF SPECIFICATIONS; or, Practical Guide to the 
Architect, Engineer, Surveyor, and Builder, in drawing up Specifications and Con- 
tracts for Works and Constructions. Illustrated by Precedents of Buildings actually 
executed by eminent Architects and Engineers. With numerous Lithograph Plates 
and Woodcuts. By Prof. T. L. Donaldson, President of the Royal Institute of 
British Architects, M. I. B. A., &c. With ^Thk Law of Contracts, and of the 
Responsibilities of Architects, Engineers, and Builders. By W. C. Glen, Barrister- 
at-law, of the Middle Temple. 2 vols., 8vo, with upwards of 1,100 pages of text, 
and 33 Lithographic Plates, cloth, 2 /. 2 s. 

“In these two volumes of 1,100 pages (together), forty-four specifications of executed works are 
given, including the specifications for parts of the new Houses 01 Parliament, by Sir Charles Barry, 
and for the new Royal Exchange, by Mr. Tite, M.P. The latter, in particular, is a very complete and 
remarkable document. It embodies, to a great extent, as Mr. Donaldson mentions, * the bill of quan- 
tities, with the description of the works,’ and occupies more than too printed pages . . . We are 
most glad to have the present work. It is valuable as a record, and more valuable still as a book of 
precedents. . . Suffice it, in conclusion, to say that Donaldson's * Handbook of Specifications ’ must 
be bought by all architects.”— Builder. 

Specifications for Practical A rchitecture. 

SPECIFICATIONS FOR PRACTICAL ARCHITECTURE: A Guide 
to the Architect, Engineer, Surveyor, and Builder ; with an Essay on the Struc- 
ture and Science of Modem Buildings, on the basis of the old standard work of 
Bartholomew. By Frederick Rogers, Architect. With numerous Illustrations. 
Demy 8vo, price 15/. cloth. 

Designing , Measuritig, and Valuing. 

THE STUDENT’S GUIDE TO THE PRACTICE OF MEASURING 
AND VALUING ARTIFICERS’ WORKS; containing Directions for 
taking Dimensions, Abstracting the same, and bringing the Quantities into Bill, 
with Table of Constants, and copious Memoranda for the Valuation of Labour and 
Materials in the respective Trades of Bricklayer and Slater, Carpenter and Joiner, 
Painter and Glaiier, Paperhanger, &c. With 43 Plates and Woodcuts. By 
Edward Dobson, Architect. New Edition, re-written, with Additions, by E. 
Wyndham Tarn, M.A., Architect. 8vo, iar. 6 d. cloth. 

“ We have failed to discover anything connected with the building trade, from excavating foundations 
to bell-hanging, that is -not fully treated upon in this valuable work. The Artisan. 

“Altogether the book is one which well fulfils the promise of its title-page, and we can thoroughly 
recommend it to the class for whose use it has been compiled. Mr. Tarn’s additions and revisions have 
much increased the usefulness of the work.” — Engineering. 

Builders' Price Book. 

THE BUILDER’S AND CONTRACTOR’S PRICE BOOK (Lock- 
wood & Co.’s), with which is incorporated Atchley’s Builder’s Price Book 
and The Illustrated Price Book, for 1874. Containing the present Prices 
of all kinds of Builders’ Materials and Labour, and of all Trades connected with 
Building; with Memoranda and Tables required in making Estimates and 
taking out Quantities, and Lists of the Members of the Metropolitan Board of 
Works, of Districts, District Officers, and District Surveyors, and the Metropolitan 
Bye-Laws. With 5 Plates, containing Plans, Elevations, and views of Mansions, 
Villas, and Cottages, and a Specification. Fcap. 8vo, 4.!. strongly half-bound. 


Pocket Estimator. 

THE POCKET ESTIMATOR FOR THE BUILDING TRADES; 

Being an Easy Method of estimating the various parts of a Building collectively, 
more especially applied to Carpenters' and Joiners’ work, priced according to the 
present value of material and labour. By A. C. Beaton, Author of 44 Quantities 
and Measurements.*’ 33 Woodcuts. Leather, waistcoat -pocket size, 2 s. 


Builder's and Surveyor s Pocket Technical Guide. 

THE POCKET TECHNICAL GUIDE AND MEASURER FOR 
BUILDERS AND SURVEYORS; containing a Complete Explanation of 
the Terms used in Building Construction, Memoranda for Reference, Technical 
Directions for Measuring Work in all the Building Trades, with a Treatise on the ] 
Measurement of limbers, and Complete Specifications for Houses, Roads and * 
rains. By A. C. Beaton. With 19 Woodcuts. Leather, waistcoat-pocket size, is- 2 
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CARPENTRY, TIMBER, &c. 


Tredgold 's Carpentry , New and Cheaper Edition. < 

THE ELEMENTARY PRINCIPLES OF CARPENTRY. By Thomas 
Tredgold, C.E. Edited by Peter Barlow, F. R.S. Fifth Edition, corrected 
and enlarged. With 64 Plates (11 of which now first appear in this edition), Por- 
trait of the Author, and several Woodcuts. In I vol., 4to, 1 /. 5 -f- cloth. 

'* * Tredgold* $ Carpentry ’ ought to be in every architect’s and every builder's library, and those who 
do not already possess it ought to avail themselves of the new issue.”- -Builder. 

'* * Tredgold’s Carpentry' has ever held a high position, and the issue of the fifth edition, in a still 
more improved and enlarged form, will give satisfaction to a very large number of artisans who desire 
to raise themselves in their business, and who seek to do so by displaying a greater amount of knowledge 
and intelligence than their fellow-workmen. It is as complete a work as need be desired.” — Mining 
Journal. 

Grandy 's Timber Tables. 

THE TIMBER IMPORTER’S, TIMBER MERCHANT’S, AND 
BUILDER'S STANDARD GUIDE. By Richard E. Grandy. i2roo, 
7-T. 6 d. cloth. 

“ Everything it pretends to be : built up gradually, it leads one from a forest to a treenail, and throws 
in, as a makeweight, a host of material concerning bricks, columns, cisterns, &c. — all that the class to 
whom it appeals requires.” — English Mechanic. 

“ The only difficulty we have is as to what is not in its pages. What we have tested of the contents, 
taken at random, is invariably correct.” — Illustrated Builder's Journal. 


Timber Freight Book. 

THE TIMBER IMPORTER’S AND SHIPOWNER’S FREIGHT 
BOOK : Being a Comprehensive Series of Tables for the Use of Timber Importers, 
Captains of Ships, Shipbrokers, Builders, and all Dealers in Wood whatsoever. By 
William Richardson, Timber Broker. Crown 8vo, cloth, price 6s. 

Tables for Packing-Case Makers. 

PACKING-CASE TABLES; showing the number of Superficial Feet in 
Boxes or Packing-Cases, from six inches square and upwards. By W. Richard- 
son, Timber Broker. Oblong 4to, cloth, price 3^. 6*1. 

“Will save much labour and calculation to makers and users of packing-cases.”— Grocer. 

" Invaluable labour-saving tables.” — Ironmonger. 

Horton's Measurer. 

THE COMPLETE MEASURER ; setting forth the Measurement of Boards, 
Glass, &c., &c. ; Unequal-sided, Square-sided, Octagonal-sided, Round Timber and 
Stone, and Standing Timber. With just allowances for the bark in the respective 
species of trees, and proper deductions for the waste in hewing the trees, &c ; also a 
Table showing the Solidity of hewn or eight-sided timber, or of any octagonal-sided 
column. Compiled for the accommodation of Timber-growers, Merchants, and Sur- 
veyors, Stonemasons, Architects, and others. By Richard Horton. i2mo, 5 ^. 
strongly bound in leather. [ Second Edition enlarged , nearly ready . , 


Horton s Underwood and Woodland Tables. 

TABLES FOR PLANTING AND VALUING UNDERWOOD AND 
WOODLAND; also Lineal, Superficial, Cubical, Wages, Marketing, and 
Decimal Tables. Together with Tables for Converting Land-measure from one j 
denomination to another, and Instructions for Measuring Round Timber. By J 
Richard Horton. i2mo, 2 s. strongly bound in leather. 

Nicholson's Carpenter s Guide. 

THE CARPENTER’S NEW GUIDE ; or. Book of Lines for Carpenters: 
comprising all the Elementary Principles essential for acquiring a knowledge of 
Carpentry. Founded on the late Peter Nicholson’s standard work. A New 
Edition, revised by Arthur Ashpitel, F.S.A. Together with Practical Rules on 
Drawing, by George Pyne. With 74 Plates, 410, 1 /. is. , cloth. 

Dowsing’ s Timber Merchant's Companion. 

THE^ TIMBER MERCHANT’S AND BUILDER’S COMPANION. 

Containing new and copious Tables. By William Dowsing, Timber Merchant, 
Hull. Second Edition. Crown 8vo, 3*. cloth. 

“ Everything is as concise and clear as it can possibly be made. There can be no doubt that every . 

| timber merchant and builder ought to possess it .” — Hull Advertiser. X 
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MECHANICS, dso. 


Mechanics Workshop Companion. 

THE OPERATIVE MECHANIC’S WORKSHOP COMPANION, 
AND SCIENTIFIC GENTLEMAN’S PRACTICAL ASSISTANT; 

comprising a great variety of the most useful Rules in Mechanical Science ; with 
numerous Tables of Practical Data and Calculated Results. By W. Templeton, 
Author of “ The Engineer’s Practical Assistant.” Eleventh Edition. With Tables 
for Operative Smiths, Millwrights, Engineers, &c., and Useful and Practical Rules 
in Hydraulics and Hydrodynamics, a variety of Experimental Results, and an Ex- 
tensive Table of Powers and Roots, n Plates. i2mo, 5 s. bound. 

"As 3 text-book of reference, in which mechanical and commercial demands are judiciously met, 
* Templeton's .Companion,’ stands unrivalled." — Mechanic's Magazine. 

** It has met with great success in the engineering workshop, as we can testify; and there are a 
great many men who, in a great measure, owe their rise in life to this little book ." — Building News. 


Engineer s A ssistant, 

THE ENGINEER’S, MILLWRIGHT’S, AND MACHINIST’S 
PRACTICAL ASSISTANT; comprising a Collection of Useful Table*, Rules, 
and Data. By \V. Templeton, Author of “The Operative Mechanic’s Work- 
shop Companion.” Fifth Edition. iSmo, is. (xi. cloth. 

"Much varied information compressed into a small space, and published at a price which places it 
within the reach of the humblest mechanic.” — Mechanic's Magazine. 

“ A more suitable present to an apprentice to any of the mechanical trades could not possibly be 
made ." — Building News. 

Superficial Measurement. 

THE TRADESMAN’S GUIDE TO SUPERFICIAL MEASURE- ! 
MENT. Tables calculated from I to 200 inches in length, by I to 108 inches in 
breadth. For the use of Architects, Surveyors, Engineers, Timber Merchants, 
Builders, &c. By James Hawkings. Fcap. y. Cd. cloth. 

The H igh-Pressurc Steam Engine. 

THE HIGH-PRESSURE STEAM ENGINE; an Exposition of its Com- 
parativc Merits, and an Essay towards an Improved System of Construction. By 
hr. Ernst Alban. Translated from the German, with Notes, by Dr. Pole, 

M. Inst. C.E., &c. With 2S Plates. 8vo, 16 s. 6d. cloth. 

" Goes thoroughly into the examination of the high-pressure engine, the boiler, and its appendages, 
and deserves a place in every scientific library.,"— Steam Shipping Chronicle. 

Steam Boilers. 


A TREATISE ON STEAM BOILERS: Their Strength, Construction, and 
Economical Working. By Robert Wilson, late Inspector for the Manchester 
Steam Users’ Association. !2mo, cloth boards, 328 pages, price 6 s. 

“The best treatise that has ever been published on steam boilers.” — Engineer. 

*' The author shows himself perfect master of his subject, and we heartily recommend all employing 
steam power to possess themselves of the work." — Ry land's Iron Trade Circular. 

Power in Motion. 

POWER IN MOTION : Horse Power Motion, Toothed Wheel Gearing, l ong 
and Short Driving Bands, Angular Forces, &c. By James Armour, C.E. With 
73 Diagrams. l2mo, cloth boards, y. Cnl. 

" The value of the theoretic and practical knowledge imparted cannot well be over estimated-” — New- 
castle Weekly Chronicle. 

Manual of Mining Tools. 


MINING TOOLS. For the use of Mine Managers, Agents, Mining Students, 
&c. By William Morgans, Lecturer at the Bristol School of Mines. Text, 
i2mo. With an Atlas of Plates, containing 235 Illustrations, 4to. Together, price 1 
9 s - &/. cloth boards. 


overm U ^ CUt5 * c * cnce mining, and not only they, but subordinate officials in mines, and even 

of Mr'u « C !t£ la, t ns ' man .*,? er 5 : * n< * v,cweri may ffain practical knowledge and useful hints by the study 
01 Mr. Morgans manual . —Colliery Guardian. 
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MECHANICS AND MATHEMATICS. 

MATHEMATICS, &c. 




Gregory's Practical Mathematics . 

MATHEMATICS FOR PRACTICAL MEN ; being a Commonplace Book 
of Pure and Mixed Mathematics. Designed chiefly for the Use of Civil Engineers, 
Architects, and Surveyors. By Ounthus Gregory, LL.D. Enlarged by 
Henry Law, C.E. Fourth Edition. Carefully revised by J. R. Young, formerly 
of Belfast College. With 13 Plates. Medium 8vo, 1 /. is. cloth. 

“As a standard work on mathematics it has not been excelled." — Artizan. 

“The engineer or architect will here find ready to his hand, rules for solving nearly every mathc- 
matiral difficulty that may arise in his practice." — Builder. 

“One of the most serviceable books to the practical mechanics of the country. ... In the edition 
just brought out the work has again been revised. The book is now as complete as it is possible to make it. 
It is an instructive book for the student, and a text-book for him who, having once mastered the subjects 
it treats of. needs occasionally to refresh his memory upon them." — Building News. 

The Metric System. 

A SERIES OF METRIC TABLES, in which the British Standard 
Measures and Weights are compared with those of the Metric System at present in 
Use on the Continent. By C. H. Dowi.ing, C.E. Second Edition, Revised and 
Enlarged. Svo, lor. 6 d. strongly bound. 

“ Their accuracy has been certified by Professor Airy, the Astronomer-Royal." — Builder. 

Inwood ’ s Tables , greatly enlarged and improved. 

TABLES FOR THE PURCHASING OF ESTATES, Freehold, Copy- 
hold, or Leasehold ; Annuities, Advowsons, &c., and for the Renewing of Leases 
held under Cathedral Churches, Colleges, or other corporate bodies, for Terms of 
Years certain, and for Lives ; also for Valuing Reversionary Estates, Deferred An- 
nuities, Next Presentations, &c., together with Smart’s Five Tables of Compound 
Interest, and an Extension of the same to Lower and Intermediate Rates. By W. 
Inwood. iSth edition, with new and valuable Tables of Logarithms for the more 
Difficult Computations of the Interest of Money, Discount, Annuities, &c., by M. 
FEdor Thoman, of the Societe Credit Mobilierof Paris. i2mo, 8 s. cloth. 

“Those interested in the purchase and sale of estates, and in the adjustment of compensation cases, 
as well as in transactions in annuities, life insurances, &c., will find the present edition of eminent 
service." — Engineering. 

Geometry for the Architect, Engineer , &c. 

PRACTICAL GEOMETRY, for the Architect, Engineer, and Mechanic ; giv- 
ing Rules for the Delineation and Application of various Geometrical Lines, Figures, 
and Curves. By E. W. Tarn, M.A., Architect, Author of “The Science of Build- 
ing," &c. With 164 Illustrations. Demy 8vo, 12 s. 6 d. cloth. 

“ No book with the same objects in view has ever been published in which the clearness of the rules 
laid down and the illustrative diagrams have been so satisfactory." — Scotsman. 

Compound Interest and A nnuities. 

THEORY OF COMPOUND INTEREST AND ANNUITIES ; with 
Tables of Logarithms for the more Difficult Computations of Interest, Discount, 
Annuities, &c., in all their Applications and Uses for Mercantile and State Purposes. 
With an elaborate Introduction. By FEdor Thoman, of the Societe Credit Mo- 
bilier, Paris. Second Edition, carefully corrected. i2mo, cloth, 

“ A very powerful work, and the Author has a very remarkable command of his subject." — Professor 
A. de Morgan. “ We recommend it to the notice of actuaries and accountants." — Athentxum. 

Mathematical and Drawing Instruments. 

A TREATISE ON THE PRINCIPAL MATHEMATICAL AND 
DRAWING INSTRUMENTS employed by the Engineer, Architect, and 
Surveyor. By F. W. Simms, M.I.C.E., Author of “ Practical Tunnelling,” & c. 
Third Edition, numerous Cuts. i2mo, 3r. 6 d. clqth. 

Mathematical Instruments , their Construction, &c. • 

MATHEMATICAL INSTRUMENTS : Their Construction, Adjustment, 
Testing, and Use ; comprising Drawing, Measuring, Optical, Surveying, and 
Astronomical Instruments. By J. F. Heather, M.A., Author of “Descriptive 
Geometry,” &c. Enlarged Edition, for the most part entirely re-written. With 
numerous Woodcuts. i2mo, cloth boards, price 
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The Military Sciences. 

AIDE-MEMOIRE TO THE MILITARY SCIENCES. Framed from Con- 
tributions of Officers and others connected with the different Services. Originally 
edited by a Committee of the Corps of Royal Engineers. Second Edition, most 
carefully revised by an Officer of the Corps, with many additions ; containing nearly 
350 Engravings and many hundred Woodcuts. 3 vols. , royal 8vo, extra cloth boards, 
and lettered, price 4 J. 10 s. 

^ " A compendious encyclopedia of military knowledge, to which we are greatly indebted .** — Edinburgh 

Review. 

“ The most comprehensive work of reference to the military and collateral sciences. Among the list of 
contributors, some seventy-seven in number, will be found names of the highest distinction in the 
services.*’ — Volunteer Service Gazette. 

Field Fortification. 

A TREATISE ON FIELD FORTIFICATION, THE ATTACK OF 
FORTRESSES, MILITARY MINING, AND RECONNOITRING. 

By Colonel I. S. Macaulay, late Professor of Fortification in the R.M.A., Wool- 
wich. Sixth Edition, crown 8vo, cloth, with separate Atlas of 12 Plates, price 12 s. 
complete. 

'* This work has been recommended by the Commander-in-Chief for the use of candidates for commis- 
sions in the army.” 

Naval Science. Edited by E. J . Reed , C.B., M.P. 

NAVAL SCIENCE: A Quarterly Magazine for Promoting the Improvement of 
Naval Architecture, Marine Engineering, Steam Navigation, and Seamanship. 
Edited by E. J. Reed, C. B., late Chief Constructor of the Navy. Copiously Illus- 
trated. Price 2s. 6 d. No. 8., January, 1874. \Now Ready. 

Dye- Wares and Colours. 

THE MANUAL OF COLOURS AND DYE-WARES: Their Properties, 
Applications, Valuation, Impurities, and Sophistications. For the Use of Dyers, 
Printers, Dry Salters, Brokers, &c. By J. W. Slater. Post 8vo, cloth, price js. 6 d. 

14 A complete encyclopaedia of the materia tinctoria. The information given respecting each article 
is full and precise, and tnc methods of determining the value of articles such as these, so liable to sophis- 
tication, are given with clearness, and are practical as well as valuable." — Chemist and Druggist. 

Electricity. 

A MANUAL OF ELECTRICITY; including Galvanism,. Magnetism, Dia- 
magnetism, Electro- Dynamics, Magno- Electricity, and the Electric Telegraph. By 
Henry M. Noad, Ph.D., F.C.S., Lecturer on Chemistry at St. George’s Hospital. 
Fourth Edition, entirely re-written. With 500 Woodcuts. 8vo, 1 /. 4J. cloth. 

'* The accounts given of electricity and galvanism arc not only complete in a scientific sense, but, which 
is a rarer thing, are popular and interesting.** — Lancet. 

Text Book of Electricity. 

THE STUDENT’S TEXT-BOOK OF ELECTRICITY: including Mag- 
netism, Voltaic Electricity, Electro-Magnetism, Diamagnetism, Magneto- Electricity. 
Thermo-Electricity, and Electric-Telegraphy. Being a Condensed Resume of the 
Theory and Application of Electrical Science, including its latest Practical Develop- 
ments, particularly as relating to Aerial and Submarine Telegraphy. By Henry M. 
Noad, Ph.D., Lecturer on Chemistry at St. George’s Hospital. Post 8vo, 400 
Illustrations, 12 s. 6d. doth. 

11 We can recommend Dr. Noad’s book for clear style, great range of subject, a good index, and a 
plethora of woodcuts.” — Athencrum. 

“Clear, compendious, campact, well illustrated, and well printed.” — Lancet. _ 

44 We can strongly recommend the work as an admirable text-book to every student — beginner cr 
advanced — of electricity.” — Engineering. 

Commercial Chemical Analysis. 

THE COMMERCIAL HANDBOOK OF CHEMICAL ANALYSIS; 

or. Practical Instructions for the determination of the Intrinsic or Commercial Value 
of Substances used in Manufactures, in Trades, and in the Arts. By l)r. A. Nor- 
mandy. Illustrated with Woodcuts. A A 7 ew Edition of this work, revised end . 
almost rewritten by Dr.Noad, is in preparation. 
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Dr. Lardners Museum of Science and A rt. 

THE MUSEUM OF SCIENCE AND ART. Edited by DIONYSIUS 
LARDNER, D.C.L., formerly Professor of Natural Philosophy and Astronomy in 
University College, London. With upwards of 1,200 Engravings on Wood. In 
6 Double Volumes, handsomely bound in cloth, gilt, red edges, price 1 /. is. 

Contests: The Planets; are they Inhabited Worlds? — Weather Prognostics — Popular Fallacies in I 
Questions of Physical Science — Latitudes and Longitudes — Lunar Influences — Meteoric Stones and Shoot- 
ing Stars — Railway Accidents— Light — Common Things : Air — Locomotion in the United States — Come- 
tary Influences— Common Things : Water — The Potter’s Art — Common Things : Fire— Locomotion and 
Transport, their Influence and Progress— The Moon — Common Things : The Earth— The Electric Tele- 
graph — Terrestrial Heat — The Sun — Earthquakes and Volcanoes — Barometer, Safety Lamp, and Whit- ! 
worth’s Micrometric Apparatus — Steam— The Steam Engine — The Eye — The Atmosphere — Time — Com- | 
non Things: Pumps — Common Things: Spectacles, the Kaleidoscope — Clocks and Watches — Micro- 
scopic Drawing and Engraving — Locomotive — Thermometer — New Planets : Lcverrier and Adams’s 
Planet — Magnitude and Minuteness — Common Things : The Almanack — Optical Images — How to observe | 
the Heavens — Common Things : the Looking-glass — Stellar Universe — -The Tides — Colour — Common ) 
Things : Man — Magnifying Glasses— Instinct and Intelligence — The Solar Microscope — The Camera 
Lucida— The Magic Lantem — The Camera Obscura — The Microscope — The White Ants : their Manners 
and Habits — The Surface of the Earth, or First Notions of Geography — Science and Poetry — The Bee — 
Steam Navigation — Electro- Motive Power— Thunder, Lightning, and the Aurora Borealis— The Printing 
Press— The Crust of the Earth — Comets— The Stereoscope— The Pre-Adamite Earth— Eclipses— Sound. 

Opinions of thh Press. 

"The * Museum of Science and Art ’ is the most valuable contribution that has ever been made to the 
Scientific Instruction of every class of society.” — Sir David Brewster, in the North British Review. 

" Whether we consider the liberality and beauty of the illustrations, the charm of the writing, or the 
durable interest of the matter, we must express our belief that there is hardly to be found among the new 
books, one that would be welcomed by people of so many ages and classes as a valuable present.” — l 
Examiner. 

Separate boots formed from the above, suitable for Workmen's Libraries, 

Selene e Classes, &*c. 

Common Things Explained. With 233 Illustrations, $s. cloth. 

The Electric Telegraph Popularized, ioo Illustrations, Is. 6d. cloth. 

The Microscope. With 147 Illustrations, 2 s. cloth. 

Popular Geology. With 201 Illustrations, 2r. 6d. cloth. 

Popular Physics. With 85 Illustrations, 2s. 6,/. cloth. 

Popular Astronomy. With 182 Illustrations, 4 s. 6 d. cloth. 

Steam and its Uses. With 89 Illustrations, 2 s. cloth. 

The Bee and White Ants. With 135 Illustrations, 2 s. cloth. 

Science and Art. 

THE YEAR-BOOK OF FACTS IN SCIENCE AND ART; Exhibiting 
the most important Improvements and Discoveries of the Past Year in Mechanics 
and the Useful Arts, Natural Philosophy, Electricity, Chemistry, Zoology and 
Botany, Geology and Mineralogy, Meteorology and Astronomy. By John Timbs, 
E.S.A. With Steel Portraits and Vignette. Fcap., 5x. cloth. 

* * This work , published annually, records the proceedings of the principal scientific 
societies, and is indispensable to all who wish to possets a faithful record of the latest novel- 
ties in science and the arts. 

psr The Volume for 1874, with a fine Steel Portrait of Professor Tyndall, and 
Vignette of the new Russian Circular Ironclad, is Nozu Ready . 

N.B. The back Volumes, from 1861 to 1874, each containing a Steel Portrait, and an 
extra Volume for 1862, with Photograph, may still be had, price 5/. each. 

" Persons who wish for a concise annual summary of important scientific events will find their desire 
in the 4 Year- Book of Facts.’ ” — Athencrum. 

Science and Scripture. 

SCIENCE ELUCIDATIVE OF SCRIPTURE, AND NOT ANTAGO- 
NISTIC TO IT; Being a Series of Essays on — I. Alleged Discrepancies; 2. 

The Theory of the Geologists and Figure of the. Earth ; 3. The Mosaic Cosmogony; 

4. Miracles in general — Views of Hume and Powell ; $. The Miracle of Joshua— 1 
Views of Dr. Colenso : The Supematurally Impossible ; 6. The Age of the Fixed 
Stars — their distances and masses. By J. R. Young, formerly Professor of Mathe- 
matics, Belfast College. Fcap. 8vo, price $s. cloth lettered. 

“ Professor Young's examination of the early verses of Cenesis, in connection with modern scientific 
hypotheses, is excellent." — English Churchman. , 

" Distinguished by the true spirit of scientific inquiry, by great knowledge, by keen logical ability, I 
and by a style peculiarly clear, easy, and energetic." — Nonconformist. 

Practical Philosophy. 

A SYNOPSIS OF PRACTICAL PHILOSOPHY. By Rev. John Carr, I 
M.A.. late Fellow of Trin. Coll., Cambridge. Second Edition. i8mo, 5 s. cloth. £ 

IS 
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Dr. Lardner s Natural Philosophy. 

DR. LARDNER S HANDBOOKS OF NATURAL PHILOSOPHY. 


* 


*/ The following fire volumes , though each is complete in itself and to be purchased 
separately , form A Complete Course of Natural Philosophy, ami are intended for 
the general reader who desires to attain accurate knowledge of the various departments of 
Physical Science, without pusuing them according to the more profound methods of mother 
viatical investigation. The style is studiously populrr. It has been the author’s aim to 
supply Manuals such as are required by the Student , the Engineer , the etrtisan , and the 
superior classes in Schools. ^ 

THE HANDBOOK OF OPTICS. By Dionysius Lardner, D.C.L., 
formerly Professor of Natural Philosophy and Astronomy in University College, 
London. New Edition. Edited by T. Olvkr Harding, B. A. Lond. , of University 
College, London. With 29S Illustrations. Small 8vo, cloth, 448 pages, price 
5 -f. [Now Ready . 

“Written by one of the ablest English scientific writers, beautifully and elaborately illustrated." — 
Mechanics' Magazine. 

THE HANDBOOK OF ELECTRICITY, MAGNETISM, AND 
ACOUSTICS. By Dr. Lardner. New Edition. Edited by Geo. Carey Foster, 
B.A., F.C.S. With 400 Illustrations. Small 8vo, cloth, price 5/. [Now Ready. 

“ The booh could not have been entrusted to any one better calculated to preserve the terse and lucid 
style of Lardner, while correcting his errors and bringing up his work to the present state of scientific 
knowledge.” — Popular Science Review. 

THE HANDBOOK OF HYDROSTATICS AND PNEUMATICS. 

By Dr. Lardner. New Edition, Revised and Enlarged by Benjamin Loewy, 
F.R.A.S. With numerous Illustrations. Small 8vo, 5*. cloth. [Just Published. 

THE HANDBOOK OF HEAT. By Dr. Lardner. New Edition, Re- 
written and Enlarged by Benjamin Loewy, F.R.A.S. [Preparing. 

THE HANDBOOK OF MECHANICS. By Dr. Lardner. 

[New Edition preparing. 

Dr. Lardner s Handbook of Astronomy. 

THE HANDBOOK OF ASTRONOMY. Forming a Companion to the 
“Handbook of Natural Philosophy.” By Dionysius Lardner, D.C.L., for- 
merly Professor of Natural Philosophy and Astronomy in University College, 
London. Third Edition. Revised and Edited by Edwin Dunken, F.R.A.S., 
Superintendent of the Altazimuth Department, Royal Observatory, Greenwich. 
With 37 Plates and upwards of 100 Woodcuts. In 1 vol., small Svo, cloth, 550 
pages, price 7 s. 6 d. 

u Wc can cordially recommend it to all those who desire to possess a complete manual of the science 
and practice of astronomy." — Astronomical Reporter. 


Dr. Lardners Handbook of A nimal Physics. 

THE HANDBOOK OF ANIMAL PHYSICS. By Dr. Lardner. With 
520 Illustrations. New Edition, small Svo, cloth, Js. 6 </. 732 pages* {fust Published. 


Dr. Lardner' s School Handbooks. 

NATURAL PHILOSOPHY FOR SCHOOLS. By Dr. Lardner. 328 
Illustrations. Fifth Edition. I vol., 3-r. 6 d. cloth. 

“ A very convenient class-book for junior students in private schools. It is intended to convey, in 
clear and precise terms, general notions of all the principal divisions of Physical Science." —British 
Quarterly Review. 

ANIMAL PHYSIOLOGY FOR SCHOOLS. By Dr. Lardner. With 
190 Illustrations. Second Edition. 1 vol., 3r. 6 d. cloth. 

“ Clearly written, well arranged, and excellently illustrated. " — Gardener's Chronicle. 

Dr. Lardner' s Electric Telegraph. 

THE ELECTRIC TELEGRAPH. By Dr. Lardner. New Edition, 
Revised and Re-written by E. B. Bright, F.R.A.S. 140 Illustration'. Small 
8vo, 3 s. 6 d. cloth. 

" One of the most readable books extant on the Electric Telegraph.”- EnflUh Mtttuutic. 

> 
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Delamotte' s Works on Illumination and Alphabets. 

A PRIMER OF THE ART OF ILLUMINATION; for the Use of Be- 
ginners : with a Rudimentary Treatise on the Art, Practical Directions for its Exer- 
cise, and numerous Examples taken from Illuminated MSS., printed in Gold and 
Colours. By F. Delamotte. Small 4to, <)s . , elegantly bound, cloth antique. 

", . The examples of ancient MSS. recommended to the student, which, with much rood sense, 

the author chooses from collections accessible to all, are selected with judgment and knowledge, as well 
as taste." — Athrnaton. 


ORNAMENTAL ALPHABETS, ANCIENT AND MEDIAEVAL, 
from the Eighth Century, with Numerals; including Gothic, Church-Text, large and 
small, German, Italian, Arabesque, Initials for Illumination, Monograms, Crosses, 
&c. , &c., for the use of .Architectural and Engineering Draughtsmen, Missal Painters, 
Masons, Decorative Painters, Lithographers, Engravers, Carvers, &c., &c. Col- 
lected and Engraved by F. Delamotte, and printed in Colours. Royal Svo, oblong, 
price 4r. cloth. 

“ For those who insert enamelled sentences round gilded chalices, who blaron shop legends over shop- 
doors, who letter church walls with pithy sentences from the Decalogue, this book will be useful."— 
A tkentrum. 


EXAMPLES OF MODERN ALPHABETS, PLAIN AND ORNA- 
MENTAL; including German, Old English, Saxon, Italic, Perspective, Greek, 
Hebrew, Court Hand, Engrossing, Tuscan, Riband, Gothic, Rustic, and Arabesque ; 
with several Original Designs, and an Analysis of the Roman and Old English 
Alphabets, large and small, and Numerals, for the use of Draughtsmen, Surveyors, 
Masons, Decorative Painters, Lithographers, Engravers, Carvers, &c. Collected 
and Engraved by F. Delamotte, and printed in Colours. Royal 8vo, oblong, 
price 4-f. cloth. 

" There is comprised in it every possible shape into which the letters of the alphabet and numerals can 
be formed, and the talent which has been expended in the conception of the various plain and ornamental 
letters is wonderful." — Standard. 

MEDIAEVAL ALPHABETS AND INITIALS FOR ILLUMI- 
NATORS. By F. Delamotte, Illuminator, Designer, and Engraver on Wood. 
Containing 21 Plates and Illuminated Title, printed in Gold and Colours. With 
an Introduction by J. Willis Brooks. Small 410, 6j. cloth gilt. 

" A volume in which the letters of the alphabet come forth glorified in gilding and all the colours of 
the prism interwoven and intertwined and intermingled, sometimes with a sort of rainbow arabesque. " — 
Sun. 

THE EMBROIDERER'S BOOK OF DESIGN ; containing Initials, 
Emblems, Cyphers, Monograms, Ornamental Borders, Ecclesiastical Devices, 
Medixval and Modem Alphabets, and National Emblems. Collected and Engraved 
by F. Delamotte, and printed in Colours. Oblong royal 8vo, 2 s. 6 d. in orna- 
mental boards. 

Wood Carving. 

INSTRUCTIONS IN WOOD-CARVING, for Amateurs; with Hints on 
Design. By A Lady. In emblematic wrapper, handsomely printed, with Ten 
large Plates, price 2 s. 6 d. 

" The handicraft of the wood-carvcr, so well as a book can impart it, may be learnt from * A Lady's * 
publication. Athenaum. 

" A real practical guide. It is very complete .” — Literary Churchman. 


Popular Work on Painting. 

PAINTING POPULARLY EXPLAINED; with Historical Sketches of 
the Progress of the Art. By Thqmas John Gullick, Painter, and John Timbs, 
F.S.A. Second Edition, Revised and Enlarged. With Frontispiece and Vignette. 
In small 8vo, 6 j. cloth. 

This Work has been adopted as a Prize-book at South Kensington. 

“ Contains a large amount of original matter, agreeably conveyed, and will be found of value, as well 
by the young artist seeking information as by the general reader." — Builder. 


Geology. 

A CLASS BOOK OF GEOLOGY. Consisting of “Physical Geology,” 
which sets forth the Leading Principles of the Science ; and “ Historical Geology," 
which treats of the Mineral and Organic Conditions of the Earth at each successive 
epoch, especial reference being made to the British Series of Rocks. By Ralph 
Tate. With more than 250 Illustrations. Fcap. 8vo, 5 s. 
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AGRICULTURE, &c. 


Youatt and Burn's Complete Grazier. 

THE COMPLETE GRAZIER, AND FARMER'S AND CATTLE- 
BREEDER’S ASSISTANT. A Compendium of Husbandry; especially m 
the Departments connected with the Breeding, Rearing, Feeding, and General 
Management of Stock ; the Management of the Dairy, &c. With Directions for the 
Culture and Management of Grass Land, of Grain and Root Crops, the Arrangement 
of Farm Offices, the use of Implements and Machines, and on Draining, Irrigation, 
Warping, &c. ; and the Application and Relative Value of Manures. By William 
Youatt, Esq., V.S. nth Edition, Enlarged by Robert Scott Burn, Author 
of “ The Lessons of My Farm,” &c. One lafge 8vo volume, 784 pp. with 215 Illus- 
trations. I /. n. half-bound. 

“The standard and text-book, with the fanner and grazier.” — Farmer's Magazine. 

" A treatise which will remain a standard work on the subject as long as British agriculture endures." — 
Mark Lane Express. 

Modern Farming. 

OUTLINE OF MODERN FARMING. By R. Scott Burn. Conlmh : Soils, 
Manures, and Crops — Fanning and Fanning Economy, Historical and Practical — 
Cattle, Sheep, and Horses— Management of the Dairy, Pigs, and Poultry, with 
Notes on the Diseases of Stock — Utilisation of Town-Sewage, Irrigation, and Re- 
clamatiorf of Waste Land. New Edition. In One Vol., 1250 pp., half-bound, 
profusely illustrated, price I2r. 

" There is sufficient stated within the limits of this treatise to prevent a farmer from going tar wrong 
in any of his operations. . . . The author has had great personal experience.’’ — Observer. 

Amateur Farming. 

THE LESSONS OF MY FARM: a Book for Amateur Agriculturists, being 
an Introduction to Farm Practice, in the Culture of Crops, the Feeding of Cattle, 
Management of the Dairy, Poultry, and Pigs, and in the Keeping of Farm-work 
Records. By Robert Scott Burn, Editor of ’’The Year-Book of Agricultural 
Facts,” &c. With numerous Illustrations. Fcap., 6r., cloth. 

"A most complete introduction to the whole round of farming practice.” — John Bull. 

Tables for Land Valuers. 

THE LAND VALUER’S BEST ASSISTANT: Being Tables, on a very 
much improved Plan, for Calculating the Value of Estates. By R. Hudson, C.E. 
New Edition. Price 4 s., strongly bound. 

“ This new edition includes tables for ascertaining the value of leases for any term of years : and for 
showing how to lay out plots of ground of certain acres in forms, square, round, &c., with valuable rules 
for ascertaining the probable worth of standing timber to any amount ; and is of incalculable value to the 
country gentleman and professional man.” — Fanner's Journal. 

A uctioneer's Assistant. 

THE APPRAISER, AUCTIONEER, BROKER, HOUSE AND 
ESTATE AGENT, AND VALUER’S POCKET ASSISTANT, for the 
Valuation for Purchase, Sale, or Renewal of Leases, Annuities and Reversions, and 
of property generally; with Prices for Inventories, &c. By John Wheei.er, 
Valuer, &c. Third Edition, enlarged by C. Norris. Royal 32100, strongly 

bound, price Jr. 

” A neat and concise hook of reference, containing an admirable and clearly-arranged list of prices for 
inventories, and a very practical guide to determine the value of furniture, &c.” — Standard. 

Gardening. 

THE PLAIN PATH TO GOOD GARDENING ; or, How to Grow 

Vegetables, Fruits, and Flowers successfully. By S. Wood, Author of “Garden- 
ing for the Cottage.” Crown 8vo, with numerous Woodcuts, cloth, 5 s. 

“ Emphatically a plain book : a direct, straightforward, homely explanation on the treatment of the 
various crop* to be grown." — Gardener's Chronicle. 

Fruit Trees. 

FRUIT TREES: the Scientific and Profitable Culture of. From the French of 
M. Du Breuil. Second Edition, carefully Revised by George Glenny. !2mo, 
with 187 Woodcuts, cloth, price 6.Y. , 

“ The book "caches how to prune and train fruit trees to perfection."— Field 
^O-- — wdS 
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These popular and cheap Series of Booh, now comprising warty Three Hundred 
' distinct works in almost every department of Science, Art, and Education, are recom- 
mended to the notice of Engineers, Architects, Builders, Artisans, and Students generally, 
as well as to those interested in Workmen's libraries, Free Libraries, Literary and 
\ Scientific Institutions, Colleges, Schools, Science Classes, Ore., d-v. 

M* “ WEALE’S SERIES includes Text-Books on almost every branch of Science 
and Industry, comprising such suhjects as Agriculture, Architecture and Building, Civil 
Engineering, Fine Arts, Mechanics and Mechanical Engineering, Physical and Chemical 
Science, and many miscellaneous Treatises. The whole is constantly undergoing revi- 
sion, and new editions, brought up to the latest discoveries in scientific research, are 
constantly issued. The prices at which they are sold is as low as their excellence is 
assured .” — American literary Gazette \ 
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WEALE’S RUDIMENTARY SCIENTIFIC SERIES. 


%• The volumes of these Series are freely illustrated with Woodcuts, or otherwise, 
where requisite. Throughout the following List it must be understood that the books are 
bound in limp cloth, unless otherwise stated. 

N.D. — In ordering from this List it is recommended, as a means of facilitating business 
and obviating error, to quote the numbers affixed to the volumes, as well as the titles and prices. 


ARQHITECTURE, BUILDING, etc. 

16. ARCHITECTURE — ORDERS - — The Orders and their 

.-Esthetic Principles. By W. H. Lkeds. Illustrated 1/6 

ij. ARCHJ TEC TURE—S TVLES—lh e History and Descrip- 

tion of the Styles pf Architecture of Various Countries, from the Earliest to the 
Present Period. By T. Talbot Bury, F.R. I. B.A., &c. Illustrated . . 2/0 

*/ Orders -and Styles or AitcmTECYURR, in One Val ., y. 6 d. 

18. ARCH I TE Cl UR R — DESIGH — The Principles of Design in 

Architecture, as deducible from Nature and exemplified in the Works of the 
Greek and Gothic Architects. By Edw. Lacy Garb ett, Architect. Illustrated 2/0 
* # * The three preceding Works, in One, handsome Vol., half bound, entitled “Modern 
Architecture,” Price 6s. 

22. THE ART OF BUILDING , Rudiments of. General Prin- 

ciple? of Construction. Materials used in Building, Strength and Use of Mate- 
rials. Working Drawings, Specifications, and Estimates. By Edward Dobson, 
M.R.I.B.A , &c. Illustrated . 1/6 

23. BRffCKS AND TILES , Rudimentary Treatise on the 

Manufacture of ; containing an Outline of the Principles of Brickmaking. 

By Edward Dobson, M.R.I.B.A. With Additions by C. Tomlinson, 

F.R.S. Illustrated w 3/0 

25. MASONRY AND STONE CUTTING, Rudimentary Treatise 

on ; in which the Principles of Masonic Projection and their application to 
the construction of Curved Wing- Walls, Domes, Oblique Bridges, and Roman 
and Gothic Vaulting, are concisely explained. By Edward Dobson, 
M.R.I.B.A., &c. Illustrated with Plates and Diagrams 2/6 

4a. COTTAGE BUILDING ; or, Hints for Improving the Dwel- 

lings of the Working Classes and the Labouring Poor. By C. Bruce Allen. 
Architect. With Notes and Additions by John Weale and others. Eleventh 
Edition, revised and enlarged. Numerous Illustrations . . . .1/6 

44 . FOUNDATIONS AND CONCRETE WORKS, a Rudi- 

mentary Treatise on ; containing a Synopsis of the principal cases of Founda- 
tion Works, with the usual Modes of Treatment, and Practical Remarks on 
Footings, Planking, Sand, Concrete, B&on, Pile-driving, Caissons, and 
Cofferdams, with an Account of the new Mole executed in B&on at the 
Harbour of Algiers. By E. Dobson, M.R.I.BA., Ac. Third Edition, 
revised by George Dodd, C.E. Illustrated s/6 

45 . LIMES, CEMENTS, MORTARS, CONCRETES, MAS - 

TICS , PLASTERING , 6v., Rudimentary Treatise on. ByG. R. Burnell, 

C.E. Ninth Edition, with Appendices x/6 I 

57. WARMING AND VENTILATION, a Rudimentary Treatise 

on ; being n concise Exposition of tlieGener.it Principles of the Art of Warming 
and Ventilating Domestic and Poblic Buildings, Mines. Ughthouses, Ships, 
tcc. By Charlbs Tomlinson, F.R.S.. dfcc, Illustrated . . 4 
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Architecture, Building, etc., continued. 

CONSTR UCTION OF DOOR LOCKS. Compiled from the 

Papers of A. C. Hobbs, Esq., of New York, and Edited by Charles 
Tomlinson, F.R.S. To which is added, a Description of Fenby's Patent 


83’ 


Locks, and 
Illustrated 


a Note upon Iron Safes by Robert Mallet, M.I.C.E. 


2/6 


111. ARCHES, PIERS, BUTTRESSES, &c.: Experimental 

Essays on the Principles of Construction in ; made with a view to their being 
useful to the Practical Builder. By William Bland. Illustrated . . i/j 

xi6. THE ACOUSTICS OF PUBLIC BUILDINGS; or, 

The Principles of the Science of Sound applied to the purposes of the Architect 
and Builder. By T. Roger Smith, M.R. I. B. A., Architect. Illustrated . 1/6 j 

124. CONSTRUCTION OF ROOFS, Treatise on the, as regards | 

Carpentry and Joinery. Deduced from the Works of Robison, Pricf., and 
Tredgold, Illustrated .... t .... .... . 1/6 

i* 7 . ARCHITECTURAL MODELLING IN PAPER , the Art 

of. By T. A. Richardson, Architect. With Illustrations, designed by the 
Author, and engraved by O. JewitT 1/6 | 

xa8. VITRUVIUS— THE ARCHITECTURE OF MARCUS 

VITRU VIUS PQLLO. In Ten Books. Translated from the Latin by 
Joseph GWilt, F.S.A., F.R.A.S. With 23 Plates 5/0 

130. GRECIAN ARCHITECTURE, An Inquiry into the Prin- 
ciples of Beauty in ; with an Historical View of the Rise and Progress of the 
Art in Greece ; being a Supplement to Vitruvius' Architecture. By the 

Earl of Aberdeen 1/0 

The two preceding Work* in One handsome Vol., half bound, entitled “Ancient 
Architecture." Price 6 r. 

13a. DWELLING-HOUSES \ a Rudimentary Treatise on the 

Erection of, Illustrated by a Perspective View, Plans, Elevations, and 
Sections of a Pair of Semi-detached villas, with the Specification, Quantities, 
and Estimates, and every Requisite Detail, in sequence, for their Construction 
and Finishing. By S. H. Brooks, Architect. New Edition, with Additions. 

Plates 2/6 

156. QUANTITIES AND MEASUREMENTS, How to Calculate 

and Take them in Bricklayers*, Masons', Plasterers', Plumbers', Painters’, 
Paperhangers', Gilders', Smiths', Caq>enters’ and Joiners' Work. With Rules 
for Abstracting and Hints for Preparing a BiU of Quantities, Ac., Ac. By A. C. 
Beaton, Architect and Surveyor. New and Enlarged Edition. Illustrated . 1/6 


1 7 S- 


THE BUILDER'S AND CONTRACTOR'S PRICE 

BOOK (Lockwood A Co.'s), with which is incorporated “ Atchley’s 
Builders Price Book,' 1 and the “ Illustrated Price Book" for 1874, 
containing the present Prices of all kinds of Builders' Materials and Labour, 
and of all Trades connected with Building : Memoranda and Tables required 
in making Estimates and taking out Quantities, &c. With 5 Plates, con- 
taining Plans. &c., of Villas, and Specification 3/6 

,8a. CARPENTRY AND JOINERY— The Elementary Prin- 
ciples of Carpentry. Chiefly composed from the Standard Work of 
Thomas Tredgold, C.E. With Additions from the Works of the most 
Recent Authorities, and a TREATISE ON JOINERY by E. Wyndham 
Tarn, M.A. Numerous Illustrations. 3/6 

CARPENTRY AND JOINERY. ATLAS of 35 Plates to 

'accompany and illustrate the foregoing book. W T ith Descriptive Letterpress. 4to 6/0 


t 


CIVIL ENGINEERING, etc. 

13. CIVIL ENGINEERING, the Rudiments of ; for the Use of 

Beginners, for Practical Engineers, and for ihe Army and Navy. By Henry 
Law, C.E. Including a Section on Hydraulic Engineering, by George R. 
Burnell, C.E. $th Edition, with Notes and Illustrations by Robert 
Mallet, A.M., F.R.S. Illustrated with Plates and Diagrams 


5/0 4 
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Civil Engineering, etc., continued. 

29. THE DRAINAGE OF DISTRICTS AND LANDS. By G. 

Dkysdale Dempsey, C.E. New Edition, revised and enlarged. Illustrated, r/6 

30. THE DRAINAGE OF TO IVNS AND BUILDINGS. By 

G. Drysdalk Dempsey, C.E. New Edition, Illustrated a/6 

V With " Drainage of Districts and Lands," in One Vol., 3s. 6 d. 

31 . WELL-DIGGING , BORING, AND PUMP WORN. By 

John George Swindell, Assoc. R.I.B.A. New Edition, revised by G. R. 
Burnell, C.E. Illustrated 1/0 

35. THE BLASTING AND QUARRYING OF STONE, 

Rudimentary Treatise on ; for Building and other Purposes, with the Con- 
stituents and Analyses of Granite, Slate, Limestone, and Sandstone : to which 
is added some Remarks on the Blowing op of Bridges. By Gen. Sir John 
Burgoyne, Bart., K..C.B. Illustrated 1/6 

43 , TUBULAR AND OTHER IRON GIRDER BRIDGES. 

Particularly describing the Britannia and Conway Tubular Bridges. 

With a Sketch of Iron Bridges, and Illustrations of the Application of Mal- 
leable Iron to the Art of Bridge Building. By G. D. Dempsey, C.E., Author 
of “The Practical Railway Engineer,'’ Ac., Ac. New Edition, with Illustra- 
tions. • 1/6 

46. CONSTRUCTING AND REPAIRING COMMON 

ROADS , Papers on the Art of. Containing a Survey of the Metropolitan 
Roads, by S. Hughes, C.E. ; The Art of Constructing Common Roads, by 
Henry Law, C.E.; Remarks on the Maintenance of Macadamised Roads, 
by Field-Marshal Sir John F. Burgoyne, Bart., G.C.B., Royal Engineers. 

Ac., Ac. Illustrated . • . . . x/6 

6a, RAILWAY CONSTRUCTION, Elementary and Practical In- 
structions on the Science of. By Sir Macdonald Stephenson, C.E., 
Managing Director of the East India Railway Company. New Edition, revised 
and enlarged by Edward Nugent, C.E. I’lates and numerous Woodcuts . 3/0 

6a.* RAILWAYS ; their Capital and Dividends. With Statistics of 

their Working in Great Britain, Ac., Ac. By E. D. Chattaway. . . 1/0 

* # * 62 and 6a*, in One Vol.% 31. 6 d. 

80.* EMBANKING LANDS FROM THE SEA, the Practice of. 

Treated as a Means of Profitable Employment for Capital. With Examples 
and Particulars of actual Embankments, and also Practical Remarks on the 
Repair of old Sea Walls. By John Wiggins, F.G.S. New Edition, with 
Notes by Robert Mallet, F.R.S a/o 

8,. WA TER WORKS, for the Supply of Cities and Towns. With 

a Description of the Principal Geological Formations of England as influencing 
Supplies of Water ; and Details of Engines and Pumping Machinery for 
raising Water. By Samuel Hughes, F.G.S., C.E. New Edition, revised 
and enlarged, with numerous Illustrations 4/0 

8a*« GAS WORKS, and the Practice of Manufacturing and Distri- 
buting Coal Gas. By Samuel Hughes, C.E. New Edition, revised by W. 
Richards, C.E. Illustrated. fo 

n 7 . SUBTERRANEOUS SURVEYING ; an Elementary and 

Practical Treatise on. By Thomas Fenwick. Also the Method of Conduct- 
ing Subterraneous Surveys without the use of the Magnetic Needle, and other 
modern Improvements. By Thomas Baker, C.E. Illustrated. . . . a, 6 

„ 8 . CIVIL ENGINEERING IN NORTH AMERICA, a 

Sketch of. By David Stevenson, F.R.S.E., &c. Plates and Diagrams. . 30 

120. HYDRA ULIC ENGINEERING, the Rudiments of. By G. 

R. Burnell, C.E., F.G.S. Illustrated. . . . . . 30 

ial . RIVERS AND TORRENTS. With the Method of Regula- 
ting their Courses and Channels. By Professor Paul Fkisi, F.R.S. , of Milan 
To which is added, AN ESSAY ON NAVIGABLE CANALS. Trans- 
lated by Major-General John Garstin, of the Bengal Engineers. Plates. . a* 
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MECHANICAL ENGINEERING, etc. 


33. CRANES , the Construction of, and other Machinery for Raising 


Heavy Bodies for the Erection of Buildings, and for Hoisting Goods. By 
Joseph Glynn, F.R.S., Ac. Illustrated . 1/6 

34. THE STEAM ENGINE , a Rudimentary Treatise on. By 

Dr. Lardker. Illustrated i/o 

59. STEAM BOILERS : Their Construction and Management. 

By R. Armstrong. C.E. Illustrated r/6 

63. AGRICULTURAL ENGINEERING : Farm Buildings, 

Motive Power, Field Machines, Machinery, and Implements. By G. H. 
Andrews, C.E. Illustrated 3/0 


67. CLOCKS, WATCHES, AND BELLS, a Rudimentary 
Treatise on. By Edmund Beckett Denison, LL.D., Q.C., &c., &c. 

*+*A New, Revised, and considerably Enlarged Edition of the above Standard Treatise, / 
with very numerous Illustrations , is in preparation , and will shortly be ready. 

77*. THE ECONOMY OF FUEL, particularly with Reference 

to Reverberatory Furnaces for the Manufacture of Iron, and to Steam Boilers. 

By T. Symes Prideaux i/6 

8a. THE PO IYER OF WA TER, as applied to drive Flour Mills, 

and to give motion to Turbines and other Hydrostatic Engines. By Joseph 
Glynn, F.R.S., &c. New Edition, Illustrated 2/0 

<,&. PRACTICAL MECHANISM \ the Elements of; and Ma- 
chine Tools. By T. Baker, C.E. With Remarks on Tools and Machinery, 
by J. Nasmyth, C.E. Plates 2/6 

1x4. MACHINERY, Elementary Principles of, in its Construction 

and Working. Illustrated by numerous Examples of Modern Machinery for 
different Branches of Manufacture. By C. D. Abel, C.E 1/6 

115. ATLAS OF PLATES . Illustrating the above Treatise. By 

C. D. Abel, C.E. . . • 7/6 

I25 . THE COMBUSTION OF COAL AND THE PRE- 
VENTION OF SMOKE , Chemically and I > ractically Considered. With an 
Appendix. By C. Wye Williams, A. I.C.E. Plates 3/0 ! 

x 39 . THE STEAM ENGINE , a Treatise on the Mathematical 

Theory of. with Rules at length, and Examples for the Use of Practical Men. 

By T. Baker, C.E. Illustrated 

l6a . THE BRASS FOUNDER'S MANUAL; Instructions for 

Modelling, Pattern-Making, Moulding, Alloying, Turning, Filing, Burnishing, 
Bronzing, &c. With copious Receipts, numerous Tables, and Notes on Prime 
Costs and Estimates. By Walter Graham. Illustrated .... 

164. MODERN WORKSHOP PRACTLCE, as applied to Marine, 

Land, and Locomotive Engines, Floating Docks, Dredging Machines, Bridges, 

Cranes, Ship-building, &c., &c. By J. G. Winton. Illustrated . 

X 6 5 . IRON AND HEAT, exhibiting the Principles concerned in the 

Construction of Iron Beams, Pillars, and Bridge Girders, and the Action of 
Heat in the Smelting Furnace. By J. Armour, C.E. Numerous Woodcuts. 

166. POWER IN MOTION : Horsepower, Motion, Toothed -Wheel 

Gearing. Long and Short Driving Bands, Angular Forces. By James Armour, 

C.E. With 73 Diagrams 


1/0 
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X67 the application of IRON TO THE CONSTRUC- 
TION OF BRIDGES, GIRDERS, ROOFS . AND OTHER WORKS. 
Showing the Principles upon which such Structures are designed, and their 
Practical Application. By Francis Campin, C.E. Numerous Woodcuts 

x 7I . THE WORKMANS MANUAL OF ENGINEERING 

DR A WING. By John Maxton. Engineer, Instructor in Engineering 
Drawing. Royal School of Naval Architecture anti Marine Engineering, South 
Kensington. Illustrated with 7 Plates and nearly 350 Woodcuts . 
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LOCKWOOD <5r» CO.'S CATALOGUE. 


SHIPBUILDING, NAVIGATION, MARINE ENGINEERING, 


NAVAL ARCHITECTURE , the Rudiments of; or, an Expo- 

sition of the Elementary Principles of the Science, and their Practical Appli- 
cation to Naval Construction. Compiled for the Use of Beginners. By James 
Peake, School of Naval Architecture, H.M. Dockyard, Portsmouth. Third 
Edition, corrected, with Plates and Diagrams 

SHIPS FOR OCEAN AND RIVER SER VICE , Elementary 

and Practical Principlesof the Construction of. By HAKON A. Sommerfeldt, 
Surveyor of the Royal Norwegian Navy. With an Appendix . . 

AN ATLAS OF ENGRAVINGS to Illustrate the above. 

Twelve large folding Plates. Royal 4to, cloth . 

MASTING , MAST-MAKING , AND RIGGING OF 

SHIPS, Rudimentary Treatise on. Also Tables of Spars, Rigging, Blocks; 
Chain, Wire, and Hemp Ropes, Alee., relative to every class of vessels. T oge- 
ther with an Appendix of Dimensions of Masts and Yards of the Royal Navy 
of Great Britain and Ireland. By Robert Kipping, N.A. Thirteenth 
Edition. Illustrated 

. IRON SHIP-BUILDING. With Practical Examples and 

Details for the Use of Ship Owners and Ship Builders. Bjr John Grantham, 
Consulting Engineer and Naval Architect. Fifth Edition, with important 
Additions . ♦ * 


:4 «*. AN ATLAS OF FORTY PLATES to Illustrate the above. 

Fifth Edition. Including the latest Examples, such as H.M. Steam Frigates 
“Warrior," “Hercules," Bellerophon *' H.M. Troop Ship “Serapis, Iron 
Floating Dock, &c., &c. 410, boards 3 1 

55 . THE SAILOR'S SEA BOOK: A Rudimentary Treatise on 

Navigation. I. How to Keep the Log and Work it off. II. On Finding the 
Latitude and Longitude. By James Greenwood, Esq., B.A., of Jesus Col- 
lege, Cambridge. To which are added, Directions for Great Circle Sailing ; 
an Essay on the Law of Storms and Variable Winds ; and Explanations of 
Terms used in Ship-building. Ninth Edition, with several Engravings and 
Coloured Illustrations of the Flags of Maritime Nations 

80 MARINE ENGINES , AND STEAM VESSELS \ a Treatise 

on. Together with Practical Remarks on the Screw and Propelling Power, as 
used in the Royal and Merchant Navy. By Robert Murray, C.E., 
Engineer-Surveyor to the Board of Trade. With a Glossary of Technical 
Terms, and their Equivalents in French, German, and Spanish. Fifth Edition, 
revised and enlarged. Illustrated ....«•••• 

P 3 Vr. THE FORMS OF SHIPS AND BOATS: Hints, Experi- 
mentally Derived, on some of the Principles regulating Ship-building. By W. 
Bland. Sixth Edition, Revised, with numerous Illustrations and Models 

„„ NAVIGATION AND NAUTICAL ASTRONOMY, in 

Theory and Practice. With Attempts to facilitate the Finding of the Time 
and the Longitude at Sea. By 1. R. Young, formerly Professor of Mathematics 
in Belfast College. Illustrated 

ioo . TABLES intended to facilitate the Operations of Navigation and 

Nautical Astronomy, as an Accompaniment to the above Book. ByJ. R. 

Young 

,o6. SHIPS' ANCHORS, a Treatise on. By George Cotsell, 

N.A. Illustrated . 

140. SAILS AND SAILMAKING, an Elementary Treatise on. 

With Draughting, and the Centre of Effort of the Sails. Also, VV eights 
and Sizes of Ropes; Masting, Rigging, and Sails of Steam Vessels, ,&c . Afc. 
Ninth Edition, enlarged, with an Appendix. By ROBERT KlPi’ffcG, N.A., 
Sailmaker, Quayside, Newcastle. Illustrated 

i S5 . THE ENGINEER'S GUIDE TO THE ROYAL AND 

MERC A NT/LE NAVIES. By n Pkactigai. Engineer. Revised by 
D. K. M'Cakthy, late of the Ordnance Survey Office, Southampton. 


/ Google 



WE ALE'S RUDIMENTARY SERIES. 


PHYSICAL SCIENCE, NATURAL PHILOSOPHY, etc. 

i. CHEMISTRY, for the Use of Beginners. By Professor George 

Fownes, F.R.S. With an Appendix, on the Application of Chemistry to 
Agriculture. , i/i 

а. NATURAL PHILOSOPHY, Introduction to the Study of; 

for the Use of Beginners. By C. Tomlinson, Lecturer on Natural Science in 
King's College School, London. Woodcuts. i/< 

4 . MINERALOGY, Rudiments of ; a concise View of the Proper- 

ties of Minerals. By A. Ramsey, Jun. Woodcuts and Steel Plates. . . 3,< 

б. MECHANICS, Rudimentary Treatise on; Being a concise 

Exposition of the General Principles of Mechanical Science, and their Appli- 
cations. By Charles Tomlinson, Lecturer on Natural Science in King’s 
College School, London. Illustrated r/t 

7 . ELECTRICITY ; showing the General Principles of Electri- 

cal Science, and the Purposes to which it has been applied. By Sir W. SNOW 
Harris, F.R.S., &c. With considerable Additions by R. Sabine, C.E., F.S.A. 
Woodcuts. x/< 

7*. GALVANISM, Rudimentary Treatise on, and the General 
Principles of Animal and Voltaic Electricity. By Sir W. Snow Harris." New 
Edition, revised, with considerable Additions, by Robert Sabine, C.E., 
F.S.A. Woodcuts. ...... f .... x/< 

8. MAGNETISM; being a concise Exposition of the General 

Principles of Magnetical Science, and the Purposes to which it has been 
applied. By Sir W. Snow Harris. New Edition, revised and enlarged by 
H. M. Noad, Ph.D., Vice-President of the Chemical Society, Author of 
“A Manual of Electricity," &c., &c. With 165 Woodcuts 3/< 

n. THE ELECTRIC TELEGRAPH; its History and Progress ; 
with Descriptions of some of the Apparatus. By R. Sabine, C.E., F.S.A., &c. 
Woodcuts. . ... . 3/c 

12. PNEUMATICS , for the Use of Beginners. By Charles 

Tomlinson. Illustrated . , lit 

72. MANUAL OF THE MOLLUSC A ; a Treatise on Recent 

and Fossil Shells. By Dr. S. P. Woodward, A.L.S. With Appendix by 
Ralph Tate. A.L.S., F.G.S. With numerous Plates and 300 Woodputs, 

6s. 6 d. Cloth boards 7/6 

79. *• P HOTOGRAPHY, Popular Treatise on ; with a Description 
of the Stereoscope, &c. Translated from the French of D. Van Monckhoven, 
by W. H. Thornthwaite, Ph.D. Woodcuts 1 }t 

96. ASTRONOMY. By the Rev. R. Main, M.A., F.R.S., &c. New 

and enlarged Edition, with an Appendix on 4# Spectrum Analysis." Woodcuts. 1 jt 

97. STATICS AND DYNAMICS , the Principles and Practice of; 

embracing also a clear development of Hydrostatics, Hydrodynamics, and 
Central Forces. By T. Baker, C.E lit 

x 3 8. TELEGRAPH , Handbook of the ; a Manual of Telegraphy, 

Telegraph Clerks' Remembrancer, and Guide to Candidates for Employment 
in the Telegraph Service. By R. Bond. Fourth Edition, revised and enlarged ; 


to which is appended, QUESTIONS on MAGNETISM, ELECTRICITY, and 
PRACTICAL TELEGRAPHY, for the Use of Students, bv W. McGregor, 
First Assistant Superintendent, Indian Gov. Telegraphs. Woodcuts 

EXPERIMENTALESSAYS. By Charles Tomlinson. I. On 

, the Motions of Camphor on Water. II. On the Motion of Camphor towards 
the Light. III. History of the Modern Theory of Dew. Woodcuts. . 

PHYSICAL GEOLOGY, partly based on Major-General 
Portlock s " Rudiments of Geology." By Ralph Tate, A.L.S., &c. Nume- 


rous Woodcuts 


, 74 HISTORICAL GEOLOGY, partly based on Major-General 

Portlock's “ Rudiments." By Ralph Tate, A.L.S. , &c. Woodcuts. 
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Physical Science, Natural Philosophy, etc., tentinued. 

.73. RUDIMENTARY TREATISE ON GEOLOGY. , Physical 

174. and Historical. Partly based on Major-General Portlock's " Rudiments of 
Geology.” By Ralph Tate, A.L.S., F.G.S., &c., &c. Numerous Illus- 
trations. In one vol 4/6 

183. ANIAfAL PHYSICS f Handbook of. By Dionysius Lard- 

184. ner, D.C.L., formerly Professor of Natural Philosophy and Astronomy 

in University College, London. With 520 Illustrations. In One Volume, 
doth boards 7/6 

*,* Said also in 7\oo Parts, as fallows 

183. Animal Physics. By Dr. Lardnkr. Part I., Chapter I-VII . . . .4/0 

184. Animal Physics. By Dr. Laron er. Part II., Chapter VII I-X VI II. . 3/0 


MINING, METALLURGY, etc. 

117 . SUBTERRANEOUS SURVEYING , Elementary and Prac- 
tical Treatise on, with and without the Magnetic Needle. My Thomas 
Fenwick, Surveyor of Mines, and Thomas Baker, C.E. Illustrated 

133. METALLURGY OF COPPER ; an Introduction to the 

Methods of Seeking, Mining, and Assaying Copper, and Manufacturing its 
Alloys. By Robert H. Lamborn, Ph.D. Woodcuts. 

, 34 . METALLURGY OF SILVER AND LEAD. A Description 

of the Ores ; their Assay and Treatment, and valuable Constituents. By Dr. R. 
H. Lamborn. Woodcuts. 

I35 . ELECTRO-METALLURGY ; Practically Treated. By Alex- 
ander Watt, F.R.S.S.A. New Edition. Woodcuts. . 

172. MINING TOOLS , Manual of. For the Use of Mine 

Managers, Agents, Students. &c. Comprising Observations on the Materials 
from, and Processes by which, they are manufactured ; their Special Uses, 
Applications, Qualities, and Efficiency. By William Morgans, Lecturer 
on Mining at the Bristol School of Mines . , 

172*. MINING TOOLS \ ATLAS of Engravings to Illustrate the 

above, containing 235 Illustrations of Mining Tools, drawn to Scale. 4to 

176. METALLURGY OF IRON, a Treatise on the. Containing 

Outlines of the History of Iron Manufacture, Methods of Assay, and Analyses 
•f Iron Ores. Processes of Manufactnre of Iron and Steel, &c. By H. Bauer- 
man, F.G.S., Associate of the Royal School of Mines. Fourth Edition, re- 
vised and enlarged, with numerous Illustrations 

180. COAL AND COAL MINING: A Rudimentary Treatise on. 

By Warington W. Smyth, M.A , F.R.S., &c. , Chief Inspector of the Mines 
of the Crown and of the Duchy -of Cornwall. Second Edition, revised and 
corrected. With numerous Illustrations 
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EMIGRATION. 


1 


* 54 - 


* 57 - 


* 59 - 


160. 


>S9- 

160. 


GENERAL HINTS TO EMIGRANTS. Containing No- 
tices of the various Fields for Emigration. With Hints on Preparation for 
Emigrating, Outfits, 8cc., &c. With Directions and Recipes useful to the 
Emigrant. With a Map of the World 

THE EMIGRANT’S GUIDE TO NATAL. By Robert 

James Mann, F.R.A.S., F.M.S. Second Edition, carefully corrected to the 
present date. Map 

THE EMIGRANT'S GUIDE TO AUSTRALIA , New 

South Wales, Western Australia, South Australia, Victoria, and Queensland. 
By the Rev. James Baird, B.A. Map 

THE EMIGRANT’S GUIDE TO TASMANIA and 

NEW ZEALAND. By the Rev. James Baird, B.A. With a Map . 

THE EMIGRANT’S GUIDE TO AUSTRALASIA. 

By the Rev. J. Baird, B.A. Comprising the above two volumes, i2mo, 
cloth boards. With Maps of Australia and New Zealand .... 
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WE ALE'S RUDIMENTARY SERIES. 


AGRICULTURE. 

29- THE DRAINAGE OF DISTRICTS AND ZANDS. By 

G. Drysdale Dempsey, C.E. Illustrated 

*** With " Drainage of Towns and Buildings," in One Vol., y. 

63. AGRICULTURAL ENGINEERING : Farm Buildings, 

Motive Powers and Machinery of the Steading, Field Machines, and Imple- 
ments. By G. H. Andrews, C.E. Illustrated 

66. CLAY LANDS AND LOAMY SOILS. By Professor 

Donaldson 

i 3 ». MILLER'S, MERCHANT'S, AND FARMER'S READY 

RECKONER, for ascertaining at sight the value of any quantity of Corn, 
from One Bushel to One Hundred Quarters, at any given price, from £i to ^5 
per quarter. Together with the approximate values of Millstones and Mill- 
work, &c. 

140. SOILS, MANURES, AND CROPS. (Vol. 1. Outlines of 

Modern Farming.) By R. Scott Burn. Woodcuts 

,41. FARMING AND FARMING ECONOMY , , Notes, Histori- 

cal and Practical on. {Vol. 2. Outlines of Modern Farming.) By R. 

. . Scott Burn. Woodcuts 

14a. STOCK j CATTLE, SHEER, AND HORSES. (Vol. 3. 

Outlines of Modern Farming.) By R. Scott Burn. Woodcuts . 

145 . DAIRY, PIGS, AND POULTRY, Management of the. By 

R. Scott Burn. With Notes on the Diseases of Stock. (Vol. 4. Outlines 
of Modern Farming.) Woodcuts . 

146. UTILIZATION OF SEWAGE, IRRIGATION, AND 

RECLAMATION OF WASTE LAND. (Vol. 5. Outlines of Modern 

Farming.) By R. Scott Burn. Woodcuts 

%* Nos. 140-1-2-5-6, in One Vol., handsomely half-bound, entitled “ OUTLINES OF 
Modern Farming.” By Robert Scott Burn. Price 12 s. 

I77 . FRUIT TREES; The Scientific and Profitable Culture of. 

From the French of Du Breuil, Revised by Geo. Glenny. 187 Woodcuts . 
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FINE ARTS. 

20 . PERSPECTIVE FOR BEGINNERS. Adapted to Young 

Students and Amateurs in Architecture, Painting, &c. By George Pyne, 
Artist. Woodcuts 2/0 

27. A GRAMMAR OF COLOURING, applicable to House 

Painting, Decorative Architecture, and the Arts, for the Use of Practical 
Painters and Decorators. By George Field, Author of "Chromatics; or, 

The Analogy, Harmony, and Philosophy of Colours,” &c. Coloured Illustrations 

40. GLASS STAINING ; or, Painting on Glass, The Art of. 

Comprising Directions for Preparing the Pigments and Fluxes, laying them 
upon the Glass, and Firing or Burning in the Colours. From the German of 
, Dr. Gessert. To which is added, an Appendix on The Art of Enamel- 
ling, &c. 

4 X. PAINTING ON GLASS, The Art of. From the German 

of Emanuel Otto Fromberg 1/0 

69. MUSIC, A Rudimentary and Practical Treatise on. With 

numerous Examples. By Charles Child Spencer 2/0 

7 x. PIANOFORTE, The Art of Playing the. With numerous 

Exercises and Lessons. Written and Selected from the Best Masters, by 
Charles Child Spencer 1/0 

l8l . PAINTING POPULARLY EXPLAINED, including 

Fresco, Oil, Mosaic, Water Colour, Water-Glass, Tempera, Encaustic, Minia- 
ture, Painting on Ivory, Vellum, Pottery, Enamel, Glass, &c. With Historical 
Sketches of the Progress of the Art by Thomas John Gullick, assisted by 
John Timbs, F.S.A. Third Edition, revised and enlarged, with Frontispiece 

S and Vignette 
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LOCK WOOD &• CO.'S CATALOGUE. 


ARITHMETIC, GEOMETRY, MATHEMATICS, etc. 

3 ,. MATHEMATICAL INSTRUMENTS , a Treatise on; in 

which their Construction, and the Methods of Testing, Adjusting, and Using 
them are concisely Explained. By J. F. Heather, M.A., of the Royal 
Military Academy. Woolwich. Original Edition, in e vol., Illustrated . . x/6 

%* In ordering the above , be careful to say “ Original Edition or give the number in 
the Series (32) to distinguish it from the Enlarged Edition in 3 vols., ( Alas. 168-9-70/ 

60. LAND AND ENGINEERING SURVEYING , a Treatise 

on ; with all the Modem Improvements. Arranged for the Use of Schools 
and Private Students ; also for Practical Land Surveyors and Engineers. By 
T. Baker, C.E. New Edition, revised by Edward Nugent, C.E. Illus- 
trated with Plates and Diagrams 2/0 

READY RECKONER FOR THE ADMEASUREMENT 

OF LAND. By Abraham Arman, Schoolmaster, Thurleigh, Beds. To 
which is added a Table, showing the Price of Work, from a s. 6 d. to £1 per 
acre, and Tables for the Valuation of Land, from is. to £t,ooo per acre, and 
from one pole to two thousand acres in extent, &c., 8 tc l/6 I 

7 6. DESCRIPTIVE GEOMETRY^ an Elementary Treatise on; 

with a Theory of Shadow's and of Perspective, extracted from the French of 
G. Mongk. To which is added, a Description of the Principles and Practice 
of Isometrical Projection ; the whole being intended as an Introduction to the 
Application of Descriptive Geometry to various branches of the Arts. By J. F. 
Heather, M.A. Illustrated with 14 Plates 2/0 

| , 7 8. PRACTICAL PLANE GEOMETRY: giving the Simplest 

Modes of Constructing Figures contained in one Plane and Geometrical Con- 
struction of the Ground. By J. F. Heather, M. A. With 215 Woodcuts 2/0 

,79. PROJECTION: Orthographic, Topographic, and Perspective: 

giving the various Modes of Delineating Solid Forms by Constructions on a 
Single Plane Surface. ByJ. F. Heather, M.A. . . [In preparation. 

: %* The above three volumes will form a Complete Elementary Course of 
Mathematical Drawing. 

83. COMMERCIAL BOOK KEEPING. With Commercial 

Phrases and Forms in English, French, Italian, and German. By James 
Haddon, M.A., Arithmetical Master of King's College School, London. . 1/0 

84. ARITHMETIC, a Rudimentary Treatise on : with full Expla- 

nations of its Theoretical Principles, and numerous Examples for Practice. 

For the Use of Schools and for Self-Instruction. By J. R. Young, late 
Professor of Mathematics io Belfast College. New Edition, with Index . . 1$ 

84*. A Key to the above, containing Solutions in full to the Exercises, together 
with Comments, Explanations, and Improved Processes, for the Use of 
Teachers and unassisted Learners. ByJ. R. Young • , . . .1/6 

8s . EQUAT/ONAL ARITHMETIC, applied to Questions of 

85* Interest, Annuities, Life Assurance, and General Commerce ; with various 
Tables by which all Calculations may be greatly facilitated. By W. Hipsley. 

In Two Parts, ix. each ; o^in One Vol */° ! 

86. ALGEBRA , the Elements of. By James Haddon, M.A., 

Second Mathematical Master of Kings College School. With Appendix, 
containing miscellaneous Investigations, and a Collection of Problems in 

various parts of Algebra . . . - . 3 0 

86*. A Key and Companion to the above Book, forming an extensive repository 
of Solved Examples and Problems in Illustration of the various Expedients 
necessary in Algebraical Operations. Especially adapted for Self- Instruction. 

ByJ. R. Young 

88. EUCLID, The Elements of: with many Additional Proposi- 

8c> tions and Explanatory Notes ; to which is prefixed, an Introductory Essay on 

Logic. By Henry Law. C.E 

%• Sold also separately, vis. : — 

88. Euclid, The First Three Books. By Henry Law, C.E 

i 89. Euclid, Books 4, 5, 6, 11, ia. By Henry Law, C.E. . . . . i 

*•:>«- — 
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Arithmetic, Geometry, Mathematics, etc., continued. 
go. ANALYTICAL GEOMETRY AND CONICAL SEC- 

TIONS, a Rudimentary Treatise on. By James Hann, late Mathematical 
Master of King's College School, London. A New Edition, re-written and 


enlarged by J. K. Young, formerly Professor of Mathematics at Belfast 
College ............... a/o 

9 i. PLANE TRIGONOMETRY, \ the Elements of. By James 

Hann, formerly Mathematical Master of King's College, London . . i^/o 


9 a. SPHERICAL TRIGONOMETRY , the Elements of. By 

James Hann. Revised by Charles H. Doyvung, C.E i/o 

*.* Or with " The Elements of Plane Trigonometry." in One Volume, 2J. 


93 . MENSURATION AND MEASURING , for Students and 

Practical Use. With the Mensuration and Levelling of I^ind for the Purposes 
of Modem Engineering. By T. Baker, C.E. New’ Edition, with Corrections 
and Additions by E. Nugent, C.E. Illustrated 

94. LOGARITHMS^ a Treatise on ; with Mathematical Tables for 

facilitating Astronomical, Nautical, Trigonometrical, and Logarithmic Calcu- 
lations ; Tables of Natural Sines and Tangents and Natural Cosines. By 
Henry Law, C.E. Illustrated . 

,oi*. MEASURES, WEIGHTS, AND MONEYS OF ALL 

NATIONS, and an Analysis of the Christian, Hebrew, and Mahometan 
Calendars. By W. S. B. YVoolhouse, F.R.A.S., &c 

102. INTEGRAL CALCULUS, Rudimentary Treatise on the. By 

HomeksHAM Cox. B.A. Illustrated 

103. INTEGRAL CALCULUS, Examples on the. By James 

Hann, late of King's College, London, illustrated 


2/6 

1J6 

1/0 
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, OI . DIFFERENTIAL CALCULUS, Elements of the. ByW.S. B. 

• WOOLHOU8K, F.R.A.S., &c 1/6 

104 , DIFFERENTIAL CALCULUS, Examples and Solutions of 

the. By Jambs Haddon, M.A. 1/6 

105. MNEMONICAL LESSONS. — Geometry, Algebra, and 

Trigonometry, in Easy Mnemonical Lessons. By the Rev. Thomas 
Pf.nyngton Kikkman, M.A. 1/6 

136. ARITHMETIC, Rudimentary, for the Use of Schools and Self- 

instruction. By James Haddon, M.A. Revised by Abraham Arman . 1/6 

137. A Key to Haddon's Rudimentary Arithmetic. By A. Arman . . 1/6 

,68. DRAWING AND MEASURING INSTRUMENTS. In- 
cluding — 1 . Instruments employed in Geometrical and Mechanical Drawing, 
and in the Construction, Copying, and Measurement of Maps and Plans. 

II. Instruments Used for the purposes of Accurate Measurement, and for 
Arithmetical Computations. By J. F. Heather. M.A., late of the Royal 
Military Academy, Woolwich, Author of "Descriptive Geometry," &c., &c. 


Illustrated 1/6 

169. OPTICAL INSTRUMENTS. Including (more especially) 

Telescopes, Microscopes, and Apparatus for producing copies of Maps and 
Plans by Photography. By J. F. Heather, M.A. Illustrated . . . 1/6 


I 7 o. SURVEYING &• ASTRONOMICAL INSTRUMENTS. 

Including — I. Instruments Used for Determining the Geometrical Features of 
a portion of Ground. II. Instruments Employed in Astronomical Observa- 
tions. ByJ. F. Heather, M.A. Illustrated ...... jJ 6 

%* The above three volumes form an enlargement of the Author s original work, 

*' Mathematical Instruments : their Construction, Adjustment, Testing, and Use," 
the Eleventh Edition of which is on sale, price is. 6 d. ( See No.' 3a in the Series.) 

x * 8 . MATHEMATICAL INSTRUMENTS. ByJ. F. Heather, 

169. M.A. Enlarged Edition, for the most part entirely re-written. The 3 

170. Parts as' above, in One thick Volume. With numerous Illustrations. Clotn 

boards 
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Arithmetic, Geometry, Mathematics, etc., continued. 

1 47 . ARITHMETIC , Stepping-Stoneto; Being a Complete Course 

of Exercises in the First Four Rules (Simple and Compound), on an entirely 
new principle. For the Use of Elementary Schools of every Grade. Intended | 

as an Introduction to the more extended works on Arithmetic. By Abraham 
Arman 1/6 

148. A Key to Stepping-Stone to Arithmetic. By A. Arman . . .1/0 

, 5 8. THE SLIDE RULE , AND HOW TO USE IT; Con- 
taining full, easy, and simple Instructions to perform all Business Calculations 
with unexampled rapidity and accuracy. By Charles Hoare, C.E. With 
a Slide Rule in tuck of cover 3/0 

LEGAL TREATISES. 

so. THE LAW OF CONTRACTS FOR WORKS AND 

SERVICES. By David Gibbons 1/6 

,o 7 . COUNTY COURT GUIDE, Plain Guide for Suitors in the 

County Court. By a Barrister 1/6 

lcg . THE METROPOLIS LOCAL MANAGEMENT ACT, 

18th and 19th Viet., c. 120; 19th and 20th Viet., c. 112 ; 21st and 22nd Viet., 
c. 104 ; 24th and 25th Viet., c. 61 ; also, the last Pauper Removal Act, and 
the Parochial Assessment Act 1/6 

108 \THF. METROPOLIS LOCAL MANAGEMENT AMEND- 
MENT ACT , 1862, 25th and 26th Viet., c. 120. Notes and an Index . . t/o 

V With the Local Management Act, in One Vol. 23. 6 d. 

I5 ,. A HANDY BOOK ON THE LAW OF FRIENDLY, 

INDUSTRIAL, b- PROVIDENT BUILDING 6* LOAN SOCIETIES. 

With copious Notes. By Nathaniel White, of H. M. Civil Service . . t/o 

,6 3 . THE LAW OF PATENTS FOR INVENTIONS', and on 

the Protection of Designsand Trade Marks. By F. W.Campin, Barrister-at-Law 2,0 
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MISCELLANEOUS VOLUMES. 

A DICTIONARY OF TERMS used in ARCHITECTURE, 
BUILDING, ENGINEERING, MINING. METALLURGY, ARCH.E- 
OLOGY, the FINE ARTS, &c. With Explanatory Observations on various 
Subjects connected with Applied Science and Art. By John Weale. Fourth 
Edition, with numerous Additions. Edited by Robt. Hunt, F.R.S., Keeper of 
Mining Records, Editor of Ure's "Dictionary of Arts, Manufactures, and 
Mines.” Numerous Illustrations 

MANUAL OF DOMESTIC MEDICINE. Describing the 

Symptoms, Causes, and Treatment of the most common Medical and Surgical 
Affections. By R. Gooding, B.A., M.B. The whole intended as a Family 
Guide in all Cases of Accident and Emergency 

MANAGEMENT OF HEALTH. A Manual of Home 

and Personal Hygiene. Being Practical Hints on Air, Light, and Ventilation ; 
Exercise, Diet, and Clothing ; Rest, Sleep, and Mental Discipline ; Bathing 
and Therapeutics. By the Rev. James Baird, B. A. . . • • • 

FIELD ARTILLERY ON SERVICE , on the Use of. 

With especial Reference to that of an Army Corps. For Officers of all Arms. 
By Taubekt, Captain, Prussian Artillery. Translated from the German by 
Lieut .-Col. Henry Hamilton Maxwell, Bengal Artillery . 

SWORDS, AND OTHER ARMS used for Cutting and 

Thrusting, Memoir on. By Colonel Marey. Translated from the French 
by Colonel H. H. Maxwell. W'ith Notes and Plates . 

LOGIC. Pure and Applied. By S. H. Emmens. Third 

Edition 

PRACTICAL HINTS FOR INVESTING MONEY. 

Wilb an Explanation of the Mode of Transacting Business on the Stock 
Exchange. By Francis Playford, Sworn Broker 

SELECTIONS FROM LOCKE'S ESSAYS ON THE 

HUMAN UNDERSTANDING. W'ith Notes by S. H. EMMENS . 
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WEALE'S EDUCATIONAL AND CLASSICAL SERIES. 


.HISTORY. 

1. England, Outlines of the History of ; more especially with 

reference to the Origin and Progress of the English Constitution. A Text Book for 
Schools and Colleges. By Wm. Douglas Hamilton, F.S.A., of Her Majesty's 
Public Record Office. Fourth Edition, revised and brought down to 187a. Maps 
and Woodcuts. y . ; doth boards, 6 s. Also in Five Parts, is. each. 

s . Greece, Outlines of the History of; in connection with the 

Rise of the Arts and Civilization in Europe. By W. Douglas Hamilton, of 
University College, London, and Edward Levien, M.A., of Balliol College, 
Oxford. is. 6d . ; doth boards, y. 6 d. 

7 . Rome, Outlines of the History of : From the Earliest 

Period to the Christian Era and the Commencement of the Decline of the Empire. By 
Edward Levien, M.A., of Balliol College. Oxford. Map. is. 6 d.\ cl. bds., y. 6d. 

9 . Chronology of History, Art, Literature, and Progress, from 

the Creation of the World to the Conclusion of the Franco-German War. The Con- 
tinuation by W. D. Hamilton, F.S.A., of H.M, Record Office. y.\ cl. bds., y. 6 d. 

50. Dates and Events in English History, for the Use of Candidates 
in Public and Private Examinations. By the Rev. Edgar Rand, B.A. is. 


48 


49 


SI- 


S a - 
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ENGLISH LANGUAGE AND MISCELLANEOUS. 
Grammar of the English Tongue, Spoken and Written. With 

an Introduction to the Study of Comparative Philology. By Hyde Clarke, 
D.C.L. Third Edition, ij. 

, Philology : Handbook of the Comparative Philology of English, 

Anglo-Saxon, Frisian, Flemish or Dutch, Low or Platt Dutch, High Dutch or Ger- 
man, Danish, Swedish, Icelandic, Latin, Italian, French, Spanish, and Portuguese 
Tongues. By Hyde Clarke, D.C.L. is. 

. Dictionary of the English Language, as Spoken and Written. 

Containing above 100,000 Words. By Hyde Clarke, D.C.L. y. 6d.-, doth 
boards, 4 s. 6d.\ complete with the Grammar, doth boards. s s • 

Composition and Punctuation, familiarly Explained for those 

who have neglected the Study of Grammar. By Justin Brenan. 16th Edition, is. 

Derivative Spelling-Book: giving the Origin of every Word 

from the Greek, Latin, Saxon, German, Teutonic, Dutch, French, Spanish, and 
other Languages ; with their present Acceptation and Pronunciation. By J. 
Rowbotham, F.R.A.S. Improved Edition, is. 6 d. 

The Art of Extempore Speaking: Hints for the Pulpit, the 

Senate, and the Bar. By M. Bautain, Vicar-General and Professor at the 
Sorbonne. Translated from the French. Fifth Edition, carefully corrected, is. 6d. 

Mining and Quarrying, with the Sciences connected therewith. 

First Book of, for Schools. By J. H. Collins, F.G.S., Lecturer to the Miners' 
Association of Cornwall and Devon, is. 6 d. 

Places and Facts in Political and Physical Geography, for 

Candidates in Public and Private Examinations. By tne Rev. Edgar Rand, B.A. Is. 

54. Analytical Chemistry, Qualitative and Quantitative, a Course of. 

To which is prefixed, a Brief Treatise upon Modem Chemical Nomenclature and 
Notation. By Wm. W. Pink, Practical Chemist, &c., and George E. Webster, 
Lecturer on Metallurgy and the Applied Sciences, Nottingham, is. 

The School Managers’ Series of Reading Books, adapted to 

the Requirements of the New Code. Edited by the Rev. A. R. Grant, Rector of 
Hitcham, and Honorary Canon of Ely ; formerly H.M. Inspector of Schools. 


Introductory Primer 
First Standard . 
Second „ 


s. 
o 
o 
o 10 


d. 

§ 


1. d. 


Third Standard . 
Fourth „ 

Fifth .. 


*.* A Sixth Standard in preparation. 

Lessons from the Bible. Part I. Old Testament, it. 

Lessons from the Bible. Part II. New Testament, to which is added Thf. 
Geography of the Bible, for very young Children. By Re». C. Thornton 
Forster, il id, * * ^ Twn Part* »n nn#> VnJi 


Or the Two Parts in One Volume, is. 
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FRENCH. 

24 French Grammar. With complete and concise Rules on the 

Genders of French Nouns. By G. L. STRAUSS, Ph. D. ij. 

„ French-English Dictionary. Comprising a large number of 

* Sew Terms used in Engineering, Mining, on Railways, &c. By Alf. Elwes. U.W. 

26 . English-French Dictionary. By Alfred Elwes. is . 

3 , 26 French Dictionary (as above). Complete, in One Vol., jj.; cloth 

boards, 31. 6 d. *.* Or with the Grammar, cloth boards, 44. 6 d. 

French and English Phrase-Book: Containing Introductory 

* Lessons with Translations, for the convenience of Sturlents ; several Vocabularies 
of Words, a Collection of suitable Phrases, and Easy Familiar Dialogues, u. 


GERMAN. 

30. German Grammar. Adapted for English Students, from Heyse's 

Theoretical and Practical Grammar, by Dr. G. L. STRAUSS. is. 

40 German Reader : A Series of Extracts, carefully culled from the 

^ most approved Authors of Germany with Notes, Philological and Explanatory. 
By G. L. Strauss, Ph.D. is. 

41 German Triglot Dictionary. By Nicholas Esterhazt, S. A 

4 Hamilton. Part I. English -German-French, is. 

43 German Triglot Dictionary. Part II. German-French-English. u. 

43. German Triglot Dictionary. Part III. French-German- Eng. if. 

41-43 German Triglot Dictionary (as above), in One Vol, 3*. ; doth 
4 44 boards, 4s. *„* Or with the German Grammar, cloth boards, $s. 

ITALIAN. 

a 7 . Italian Grammar, arranged in Twenty Lessons, with a Course of 

Exercises. By Alfred Elwes. is. 

as. Italian Triglot Dictionary, wherein the Genders of all the 

Italian and French Nouns are carefully noted down. By Alfred Elwes. Volt. J 
‘ Italian-EngWsh-French. 2 s. 

30. Italian Triglot Dictionary. By A. Elwes. Vol. 2. English- 

French-Italian. is. 

3 a. Italian Triglot Dictionary. By Alfred Elwes. Vol 3. French- 

Italian-English. is. 

a8ao Italian Triglot Dictionary (as above). In One Vol., 6s.; | 
3a. ’ cloth boards, 7 s. 6d. Or with the Italian Grammar, cloth boards, at. 6J. 


SPANISH. 

34. Spanish- Grammar, in a Simple and Practical Form. With a 

Course of Exercises. By Alfred Elwes. is. 

35 . Spanish-English and English-Spanish Dictionary. Includ- 

ing a large number of Technical Terms used in Mining, Engineering. 4 c., with the 
proper Accents and the Gender of every Noun. By Alfred Elwes. 41.; cloth 
boards, 51. Or with the Grammar, cloth boards, 6s. 


HEBREW. 

46*. Hebrew Grammar. By Dr. Rresslau. is. 

44. Hebrew and English Dictionary, Biblical and Rabbinical: 

containing the Hebrew and Chaldee Roots of the Old Testament PoM-Ribbto:al 
Writings. By Dr. Bresslau. 6 s. *,* Or with the Grammar, 71. 


46. English and Hebrew Dictionary. By Dr. Bresslau. 31. 
44,46. Hebrew Dictionary (as above), in Two Vols. complete, with 

46*. Grammar, cloth boards, iar. 
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LATIN. 

19. Latin Grammar. Containing the Inflections and Elementary 

Principles of Translation and Construction. By the Rev. Tuos. Goodwin, M.A. , 
Head Master of the Greenwich Proprietary School, is. 

ao. Latin-English Dictionary. Compiled from the best Authorities. 

By the Rev. Thos. Goodwin, M.A. as. 

33. English-Latin Dictionary; together with an Appendix of French 

and Italian Words which have their Origin from the Latin. By the Rev. Thos. 
Goodwin, M.A. is. 6rf. 

ao.23. Latin Dictionary (as above). Complete in One VoL, 3*. 6 d.-, 

cloth boards, 41. 6 <f. *,* Or with the Grammar, cloth boards, 51. OJ. 


LATIN CLASSICS. With Explanatory Notes in English. 

Latin Delectus. Containing Extracts from Classical Authors, 

with Genealogical Vocabularies and Explanatory Notes, by HenRy You no, lately 
Second Master of the Royal Grammar School, Guildford, is. 

3. Caesaris Commentarii de Bello Gallico. Notes, and a Geographical 

Register for the Use of Schools, by H Young, as. 

14. Ciceronis Cato Major, I^selius, Brutus, sive de Senectute, de Ami- 

citia, de Claris Oratoribus Dialogi. With Notes by W. Brown rigg Smith, 
M.A., F.R.G.S. as. 

13. Ciceronis Oratio pro Sexto Roscio Amerino. Edited, with an 

Introduction, Analysis, and Notes Explanatory and Critical, by the Rev. J ames 
Davies, M.A. is. 

3. Cornelius Nepos. With Notes. Intended for the Use of Schools. 
By H. Young, is. 

6. Horace ; Odes, Epode, and Carmen Steculare. Notes by H. 

Young, is. 6 d. 

7. Horace ; Satires, Epistles, and Ars Poetica. Notes by W. Brown- 

rigg Smith, M.A., F.R.G.S. is. 6 d. 

at. Juvenalis Satirae. With Prolegomena and Notes by T. -H. S. 

Escorr, B.A., Lecturer on Logic at King’s College, London, u. 6 d. 

16. Livy : History of Rome. Notes by H. Young and W. B. 

Smith, M.A. Part i. Books i. , ii., u. 6d. 

16*. ■ - Part a. Books iii. , fv., ▼., is. 6d. 

17. --- * Part 3. Books xxi., xxii. is. 6 d. 


8. Sallustii Crispi Catalina et Bellum Jugurthinum. Notes Critical 

and Explanatory, by W. M. Donne, B.A., Trinity College, Cambridge, is, 6 d. 

io. Terentii Adelphi, Hecyra, Phormio. Edited, with Notes, Critical 

and Explanatory, by the Rev. James Davies, M.A. as. 

9 . Terentii Andria et Heautontimorumenos. With Notes, Critical 

and Explanatory, by the Rev. J. Davies, M.A. is. 6 d. 


ii. Terentii Eunuchus, Comoedia. Edited, with Notes, by the Rev. 

James Davies, M.A. is. 6 d. Or the Adelphi, Andria, and Eunucbus, 3 vols. in 
I, cloth boards, 6s. 

4. Virgilii Maronis Bucolica et Georgica. With Notes on the Buco- 

lies by W. Rushton, M.A., and on the Georgies by H, Young, is. 6 d. 

s . Virgilfi Maronis AJneis. Notes, Critical and Explanatory, by H. 

Young, as. 

19. Latin Verse Selections, from Catullus, Tibullus, Propertius, and 
Ovid. Notes by W. B. Donne, M.A., Trinity College, Cambridge, as. 


ao. Latin Prose Selections, from Varro, Columella, Vitruvius, 

Seneca, Quintilian, Floras. Velleius Paterculus. Valerius Maximus, Suetonius, 
Apuleius, Ac. Notes by W. B. Donne, M.A. as. 
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GREEK. 

14. Greek Grammar, in accordance with the Principles and Philolo- 
gical Researches of the most eminent Scholars of our own day. By Hans Claude 
Hamilton, i i. 

15,17. Greek Lexicon. Containing all the Words in General Use, with 

their Significations, Inflections, and Doubtful Quantities. By Henry R. Hamil- 
ton. Vol. i, Greck-English, as.\ Vol. a. English-Greek, 2 s. Or the Two Vols. in 
One, 4 cloth boards, 51. 

14, 15, Greek Lexicon (as above). Complete, with the Grammar, in 

17. One Vol M doth boards, 6s. 

GREEK CLASSICS. With Explanatory Notes In English, 

j. Greek Delectus. Containing Extracts from Classical Authors, 

with Genealogical Vocabularies and Explanatory Notes, by H. Young. New Edi- 
tion, with an improved and enlarged Supplementary Vocabulary, by John 
Hutchison, M.A., of the High School, Glasgow, is. 

30. yEschylus : Prometheus Vinctus : The Prometheus Bound. From 

the Text of Dindorf. Edited, with English Notes, Critical and Explanatory, by 
tbe Rev. James Davies, M.A. it. 

3*. >Eschylus : Septem Contra Thebes: The Seven against Thebes. 

From the Text of Dindorf. Edited, with English Notes, Critical and Explana- 
tory, by the Rev. James Davies, M.A, ix. 

4 a Aristophanes : Acharnians. Chiefly from the Text ot C. H. 

Weise. With Notes, by C. S. T. Townshend, M.A. ir. bd. 

26. Euripides: Alcestis. Chiefly from the Text of Dindorf. With 

Notes, Critical and Explanatory, by John Milner, B.A. ix. 

23. Euripides : Hecuba and Medea. Chiefly from the Text of Din- 
dorf. With Notes, Critical and Explanatory, by W. Brownkicg Smith, M.A., I 
F.K.G.S. ix. bd. 

14-17. Herodotus, The History of, chiefly after the Text of Ga is ford. 

With Preliminary Observations and Appendices, and Notes. Critical and Explana- 
tory, by T. H. L. Leary, M.A., D.C.L. 

Part 1. Books i., ii. (The Clio and Euterpe), n. 6 d. 

• Part a. Books iii., iv. (The Thalia and Melpomene), is. bd. 

Part 3. Books v-vii., (The Terpsichore, Erato, and Polymnia), ix. 6 d. 

Part 4. Books wiii, ix., (Tbe Urania and Calliope) and Index, ix. 6 d. 

3_ la . Homer, The Works of. According to the Text of Baeumlein. | 

With Notes, Critical and Explanatory, drawn from the best and latest authorities, 
with Preliminary Observations and Appendices, by T. H. L, Leary, M.A., D.C.L. 
The Iliad : Part 1. Books i. to vi., is. bd. I Part 3, Books xiii. to xviii., ix. bd. 

_ Part 2. Books vii. to xii., is. bd. | Part 4. Books xix. to xxiv., is. bd. 

The Odyssey : Part 1. Books i. to vi., is, bd. I Part 3. Book* xiii. to xviii., is. bd. 

Part 2. Books vii. to xii., ix. bd. | Part 4. Books xix. to xxiv., and Hymns, 21. 

4 . Lucian’s Select Dialogues. The Text carefully revised, with 

Grammatical and Explanatory Notes, by H. Young, is. 

13 . Plato's Dialogues : The Apology of Socrates, the Crito, and the 

Phaedo. From tne Text of C. F. Hermann. Edited, with Notes, Critical and 
Explanatory, by the Rev. James Davies, M.A. or. 

18. Sophocles: CEdipus Tyrannus. Notes by H. Young, it. 

20. Sophocles : Antigone. From the Text of Dindorf. Notes, Criti- 

cal and Explanatory, by the Rev. John Milner, B.A. su. 

41. Thucydides : History of the Peloponnesian War. Notes by H. 

Young. Book 1. ix. 

2,3. Xenophon’s Anabasis; or, The Retreat of the Ten Thousand 

Notes and a Geographical Register, by H, Young. Part x. Books i. to iii., is. 
Part a. Books iv. to vii., is. 

42. Xenophon’s Panegyric on Agesilaus. Notes and Introduc- ' 

' tion by Ll. F. W. Jewitt. ix. bd. 
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Marchy 1874. 

A LIST 

OF 

EDUCATIONAL BOOKS 

PUBLISHED BY 

LOCKWOOD & CO. 

DR. LARDNER' S MUSEUM OF SCIENCE, ETC. 

The Museum of Science and Art. Edited by Dionysius Lard- 

ner, D.C.L., formerly Professor of Natural Philosophy and Astronomy in Univer- 
sity College, London. Re-issue in Six Double Volumes, with upwards of 1,200 
Engravings on Wood. Price £1 ir., in a new and elegant cloth binding. 

. * The Museum of Science and Art * is the most valuable contribution that has ever been made to the 
scientific instruction of every class of society." — Sir David Bkswster in the North British Review. 

“ Whether we consider the liberality and beauty of the illustrations, the charm of the writing, or the 
durable interest of the matter, we must express our belief that there is hardly to be found among the new J 
books one that would be welcomed by people of so many ages and classes as a valuable present.” — i 
-Examiner. 

DR. LARDNER'S POPULAR TREATISES , 

(Abridged from the above). 

1. Common Things Explained. Containing Air, Earth, Fire, Water, 1 
Time, Man, the Eye, Locomotion, Colour, Clocks and Watches, Spectacles, the 
Almanack, Slc. 200 Illustrations. Cloth gilt, 51.; or in Two Vols, 25. 6 d. each. 

2. The Microscope. Containing Optical Images, Magnifying Glasses, 

Origin and Description of the Microscope, Microscopic Objects, the Solar Micro- 
scope, Microscopic Drawing and 'Engraving, &c. 147 Illustrations. Cloth gilt, 2s. 

3. Popular Geology. Containing Earthquakes and Volcanoes, the 

Crust of the Earth, the Pre-Adamite Earth. 211 Illustrations. Cloth gilt, 2s> £*/. 

4. Popular Physics. Containing Magnitude and Minuteness, .the At- [ 

mosphere, Meteoric Stones, Popular Fallacies, Weather Prognostics, the Thermo- 
meter, the Barometer, Sound, &c. With 85 Illustrations. Cloth gilt, 2r. 6 d. 

5. Steam and its Uses. Including the Steam Engine, the Locomotive, 

and Steam Navigation. With 89 Illustrations. Cloth gilt, 2s. 

6. Popular Astronomy. Containing How to Observe the Heavens. 

The Earth, the Sun, the Moon, and the Planets, are they Inhabited ? Light, Comets, 
Eclipses, Astronomical Influences, &c. With 182 Illustrations, 4r. (x/.; or in Two 
Vols. Vol. I., 3s. ; Vol. II., is. 6 d. 

7. The Bee and White Ants: Their Manners and Habits. With 

Illustrations of Animal Instinct and Intelligence. 135 Illustrations. Cloth gilt, 2s. 

8. The Electric Telegraph Popularised. To render intelligible to 

all who can Read, irrespective of any previous Scientific Acquirements, the various 
Formsof Telegraphy in Actual Operation. With 100 Illustrations. Cloth gilt, is. 6d. \ 

DR. LARDNER 'S POPULAR SCHOOL BOOKS. 

Natural Philosophy for Schools. By Dionysius Lardner, D.C.L., j 

late Professor of Natural Philosophy and Astronomy in University College, London. 
With 335 Illustrations. Fourth Edition (13th thousand). Revised and Edited by 1 
T. Olver Harding, B.A., of University College, London. Cr. 8vo, 3/. 6 d . cloth, j 

" A very convenient class-book for junior students in private schools. It is intended to convey, in j 
clear and precise terms, general notions of all the principal divisions of Physical Science.” — British 
Quarterly Review. 

Animal Physiology for Schools. By Dr. Lardner. With 190 

Illustrations. Second Edition (Third Thousand), l vol., 3/. &/. cloth. 

X “ Clearly written, well arranged, and excellently illustrated." — Gardener's Chronicle. £ 
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DR. DE FIVAS' FRENCH SCHOOL BOOKS. 

[j5“ Attention is respectfully invited to the following eminently useful Series of French 
Chss Books, which have enjoyed an unprecedented popularity , and are in use at most of the 
Colleges and Schools throughout the United Kingdom and the Colonies. 

De Fivas’ New Grammar of French Grammars ; comprising the 

Substance of all the most approved French Grammars extant, but more especially of 
the standard work “ La Graramaire des Grammaires,” sanctioned by the French 
Academy and the University of Paris. By Dr. V. dk Fivas, M.A., F.E.I.S., 
Member of the Grammatical Society of Paris, &C., &c. Thirty-seventh Edition, 
strongly bound, y. 6 d. 

*,* This is not et mere outline, hut a Complete Grammar of the French Language, con- 
taining tiot only a full view of all the different Farts of Speech, and structure of the French 
Language, hut copious Exercises on every Rule and A’ote on Syntax. 

HI. de Fivas’ Grammar has been introduced into three British Universities, a numher of 
Colleges, and a great many of the most respectable Boarding Schools. Those who have net 
yet seen it will do well to examine it, and compare it with other French Grammars. 

11 This French Grammar has for a long lime been recognized as the best we have in England, and it 
seems to be rapidly superseding most others .” — Educational Timet, Oct., 1870. 

“At once the simplest and most complete Grammar of the French Language. To the pupii the 
effect is almost as if he looked into a map, so well defined is the course of study as explained by M, de 
Fivas ." — Literary Gazette. 

A Key to the Grammar. Containing, besides a Translation of the 

Exercises, numerous Grammatical and Critical Remarks, not to be found in other 
Grammars. Price 3/. 6 d. bound. 

De Fivas’ New Guide to Modern French Conversation ; or, The 

Student and Tourist’s French Vade-Mecum. Containing a Comprehensive Vocabu- 
lary, and Phrases and Dialogues on every useful or interesting topic ; together 
with Models of Letters, Notes, and Cards, and Comparative Tables of the British 
and French Coins, Weights, and Measures: the whole exhibiting, in a distinct 
manner, the true Pronunciation of the French Language. Twenty-fifth Edition. 
iSmo, half-bound, a s. 6 d. 

*' The very best work of the kind with which we arc acquainted.” — Edinburgh Advertiser. 

“ Voulez-vous un livre h la fois utile et intdressant : voulez-vous un guide aussi sur qu'infatlible pour 
apprentice la Langue franyaisc, prenez le ‘ Guide ’ de M.dc Fivas: e'est l’indispensabte manucl de lout 
tftrangcr.” — L' Impartial. 

De Fivas, Beautesdes Ecrivains Fran^ais, Ancienset Modernes: 

Ouvrage Classique a 1 ’ Usage des Colleges et des Institutions, (luartorziime Edition, 
augmentce de Notes, Historiques, Geographiques, Philosophiques, Litteraires, 
Grammaticales, et Biographiques. i2mo, bound, 3/. fit/. 

“ Au elegant volume, containing a selection of pieces in both prose and verse, which, while it fur- 
nishes a convenient reading hook for the student of the French language, at the same time affords a 
pleasing and interesting view of French literature.*’ — Observer. 

De Fivas, Introduction k la Langue Fran^aise; ou, Fables et 

Contes Choisis ; Anecdotes Instructives, Fails Mcmorables, &c. Avec un Diction- 
naire de tous les Mots traduits en Anglais. A l’usage de la jeunesse, et de ceux qui 
commencent k apprendre la langue Fran9aise. Twenty-third Edition, i2mo, bound, 

2 s. 6 d. 

%* In the present edition of this well-known work, it has been the Author’s endeazour to 
render it still more deserving of its established popularity. The book is beautifully and 
accurately printed on fine paper ; and it has appended to it a copious and null -digested 
Vocabulary , French and English, of all the zvords contained in the volume. 

“ By far the best first French Reading Book, whether for Schools or adult pupils ." — Tails Magazine. 

" Incomparably superior to former works in use as introductions.”— Guardian. 

De Fivas, Le Tresor National; or, Guide to the Translation of 

English into French at Sight. Fifth Edition, i2mo, bound, 2s. 6 d. 

* f “ Le Tresor National ” is especially intended to produce by practice , in those zcho learn 
French , a facility of expressing themselves in* that language. This book may also be adz an- 
tageously used for written, as well as vwd voce translation, according to the discretion of the 
instructor. 

The volume consists of idiomatical amt conversational phrases, anecdotes told ami untold, I 
ami scraps from various English writers . 

\ Clef; ou, Partie Fran^aise du Tresor National. Price 2X. bound. 
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DR. FALCK LEBAHN’S GERMAN SCHOOL BOOKS. 

“ We have few', professors of the German language among us, just now, equal in industry 
or professional skill to Falek Lebahn. The public is largely indebted to him for his 
many helps to the student of this beautiful language ." — Educational Times. 

Lebahn’s German Language in One Volume. Seventh Edition, 

containing (i) a Practical Grammar, with Exercises to every Rule; (2) Undine, a Tale, 
by De I.a Motte Fouqu£, with Explanatory Notes on all difficult Words and 
Phrases ; and (3) a Vocabulary of 4,500 Words, Synonymous in English and German. 
Crown 8 vo, cloth, 8 s. With Key, 10s. 6 d. Key separate, 2 j. 6 d. 

44 Had we to recommence the study of German, of aJI the Grammars which we have examined — and they 
are not a few — we should unhesitatingly say, Falclc Lebahn’s is the book for us .”— Educational Times. 

Lebahn’s First German Course. Containing the Elements ofGrammar, 

with Exercises on each Rule, in German and English, and a Selection of Anecdotes, 
accompanied with Conversational Exercises, and a Complete Vocabulary. Fourth 
Edition. Crown 8vo, 2 s. 6 d. cloth. 

44 It is hardly possible to have a simpler or a better book for beginners in German.” — Athetueum. 

Lebahn’s First German Reader. Containing “ Das Taubchen ; or, 
The Dove," a Tale by Schmid. With an Introductory Grammar and a Vocabulary, 
containing every word in the Text. Fifth Edition. Crown 8vo, y. 6 d. cloth. 

* 1 An admirable book for beginners, which indeed may be used without a master.” — Leader. 

Lebahn’s Edition of Schmid’s Henry von Eichenfels. With 

Vocabulary and Familiar Dialogues. Seventh Edition. Crown 8vo, $s. 6 d. cloth. 
44 Excellently adapted to assist self-exercisc in the German Language.” — Spectator. 

Lebahn’s Exercises in German. With Complete Vocabularies, 

German-Eng. and Eng. -German. Cr. Svo, 3^. Cxi. cloth. \* Key to the same, 2 s. 6 d. 
“It is at once a simple and elaborate affair, well calculated to carry a .learner through a course of 
German composition.” — Spectator. 

Lebahn’s Self- instructor in German. Containing (i) “Der Muthwii- 
lige ” (The Wag), ajComedy in Five Acts, by Kotzebue ; (2) 11 Der Neffe als Onkel,” 
a Comedy in Three Acts, by Schiller. With a Vocabulary and copious Explana- 
tory Notes. Crown Svo, y. 6 d. cloth. 

“Plain, practical, complete and well arranged .” — Eclectic Review. 

Lebahn’s German Classics ; with Notes and Complete Vocabularies. 
Crown 8vo, cloth, Jr. fsd. each : — 


Emilia Galotti. By Lessing. 
Undine: A Tale. By Fouque. 
Selections from the German Poets. 


Egmont. By Goethe. 

Wilhelm Tell. By Schiller. 

Goetz von Berlichingen. By Goethe. 

Pagenstreiche. By Kotzebue. 

” With such aids, a student wilt hod no difficulty in these masterpieces.” — A thsneeum. 

Lebahn’s (Mrs.) Little Scholar’s First Step in the German 

Language. iSmo, cloth, is. 

Lebahn’s (Mrs.) Little Scholar’s First Step in German 

Reading. iSmo, cloth, is. 

M'HENRY'S SPANISH COURSE. 

M'Henry’s Spanish Grammar. Containing the Elements of the 
Language and the Rules of Etymology and Syntax exemplified ; with Notes and 
Appendix, consisting of Dialogues, Select Poetry, Commercial Correspondence, 
Vocabulary, &c. Designed for every class of Learners, especially for such as arc their 
own Instructors. New Edition, revised by Alfred Elwes. i2mo, bound, dr. 

“The most complete Spanish Grammar for the use of Englishmen extant.” — British Herald. 

M'Henry’s Exercises on the Etymology, Syntax, Idioms, &.C., 

of the Spanish Language. New Edition, revised by Alfred Elwes. i2mo, 
bound, y. *.* Key to the Exercises, by Alfred Elwes. Price +r. bound. 

“Unquestionably the best book of Spanish Exercises whichhas been published.” — Gentleman's Magazine. 

M'Henry’s Synonyms of the Spanish Language Explained. 

l2mo, bound, 4 s. 

“A selection of extracts from the most approved writers, which, while they elucidate the synonyms * 
under consideration, recommend themselves to the learner by their intrinsic value.” — Preface.. 
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LOCKWOOD & CO.’S SERIES OF CIVIL SERVICE HANDY-BOOKS, 

Indispensable for Examination Candidates, and also useful School Books. 

These Manuals have been compiled chiefly to assist candidates in preparing to be 
examined for appointments under the Crown — a primary purpose which has been steadily 
kept in vino. The aim of these Handbooks is to present leading facts in an order so simple , 
and so unincumbered by irrelevant matter, as to place the candidate in a position to acquire 
them rapidly and exactly, and to return precise and satisfactory replies to a fair . proportion 
■ of any set of questions put to him in order to test his knowledge oj the sa cral subjects. 

The Civil Service Geography. Being a Manual of Geography, 
General and Political, arranged especially for Examination Candidates and the 
Higher Forms of Schools, by the late Lancelot M. Dalrymple Spence (of 
H.M. Civil Service). Revised throughout by Thomas Gray, one of the Assistant 
Secretaries to the Board of Trade. With Six Coloured Maps, Woodcuts, and Index 
of more than Three Thousand names. Fourth Edition, Revised and Enlarged, 
price 2s. 6*1. cloth. 

14 A good manual for practical purposes, adapted to the present state of knowledge. The most recent 1 
political changes of territory are notified, and the latest statistics inserted from authoritative sources." — 1 

A then (rum. 

“ A better book for fixing the most prominent data in the memory could not be conceived. For a 1 
text-book in the higher classes of .schools where oral lessons are built up on the pupil's preparation,;this 1 
will he found to excel any other manual in use. Its method is excellent. ' '—Papers for the Schoolmaster. 

44 Prepared with evident care and attention, and calculated to prove of considerable value to students ! 
and candidates at competitive examinations. It is, in fact, arranged especially for the above purposes, and 
prepared by those perfectly competent to perform the work efficiently. 1 ’ — Army and tfavy Gazette. 

" The outline maps and tabular statements are constructed on a novel plan, and on a system as effectual 
as it is original. The most recent authorities have been consulted, and it is a thoroughly reliable as well 
as a most ingenious compendium of geography." — Civil Service Gazette. 

The Civil Service History of England. Being a Fact-Book of 

English History, arranged for Examination Candidates, Public Schools, and Students 
generally. By F. A. White, B.A. Revised throughout and Enlarged by H. A. 
Dobson, Board of Trade. With Four Maps and a General Index. Second Edition, 
fcap. 8vo, strongly bound in cloth, price 2 s. 6 d. 

41 Four maps, genealogical tables, and an index supply all that is necessary to render the work superior 
to most others as a help to candidates for examination. We do not remember having seen anything of the 
kind at once so compendious, complete, accurate ; and convenient for use.” — Athencrum. 

"There is no other handbook on English History at present before the public which can compare with 
Messrs. White and Dobson's book. It is a vtultum in farvo of historic knowledge, and will be found not 
only invaluable to Civil Service candidates, but to all who desire a ready reference to the annals of their 1 
country. "—Civilian. 

"The plan of the work is simple and concise. It furnishes the main facts of F.nglish History in 
chronological sequence, and arranges them so as to impress them readily on the student’s memory." — 

Civil Service Gazette. 

"The facts arc well chosen, carefully arranged, and clearly put forward. To candidates for Govern- | 
ment examinations, for whom it is mainly intended, the book will be found of great use." — Educational 

Times. 


Just Ready, uniform with “ The Civil Service Geography,” &c., about 300 pages. 

The Civil Service Handbook of English Literature. Being an 

Outline of the Rise and Progress of English Literature, arranged for Examination 
Candidates, Public Schools, and Students generally. With Appendix of Specimens 
illustrative of the changes in the language previous to the Seventeenth Century, 
Dictionary, Appendix of Minor Authors, &c., and a General Index. By H. A. 
Dobson (Board of Trade), Editor of “The Civil Service History of England,'* 
and Assistant-Editor of “The Civil Service Geography. ” The Book is arranged 
in Eight Chapters, as follows : — 

Ciiap. I. From a.d. 600 to the Norman Conquest, 600-1066. — II. From the Norman 
Conquest to Chaucer, 1066-1350. — III. From Chaucer to Surrey, 1350-1550. — IV. 
The Age of Spenser, Shakespeare, and Bacon, 1550-1625. — V. The Age of Milton 
and Drydcn, 1625-1700. — VI. The Age of Pope, Swift, the Novelists, and Johnson, 
1700-1785. — VII. The Age of Wordsworth, Byron, and Scott, 1 785—1835! — VIII. i 
The Modem Age (Deceased Authors), 1835-1873. 

Just Ready, uniform with the “ Civil Service English Grammar.** 

The Civil Service First French Book. Being a Practical First 

1 Course of French Grammar, with Exercises combined, for the Use of Civil Service 

Candidates, Classes, and Private Students. By ACHILLE MOTTEAU. Teacher of 1 
x the French Language. £ 
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The Civil Service English Grammar. Being Notes on the History 

and Grammar of the English Language. For the Use of Civil Service Candidates, 
the Higher Classes in Public Schools, and Students in Training Colleges. By W. V. , 
Yates, C.M., Head Master, Windermere Grammar School. Fcap. Svo, 2s. cloth. 

** fy t cannot call to mind any single work which ’.iwuld render so much assistance as is offered here 1 
to the student preparing to undergo examination in grammar and language. . . . The part of the book 
i devoted to derivation is deserving: of the highest praise. It contains a very large amount of information, 
closely compressed, yet clear and admirably classified. The chapter on the * etymological analysis of 
words,’ giving extremely composite words peculiarly English in structure, and explaining the way in 
which every syllable and letter got into its present place, is extremely useful, and likely to interest and j 

| improve the mind of the pupil. The syntax and analysis, and the relation of analysis to punctuation, arc 1 

very well presented : anti altogether we must regard this as a capital text book.” — The School Board 
I Chronicle, September 30,1873. 

“Candidates for Civil Service appointments will hail with pleasure the appearance of another of 
Messrs. Lockwood's Civil Service Handbooks. The ‘Geography,’ ‘History of England,' 'Book* 
keeping,' ‘ Orthography,’ and 1 Chronology ’ were each and all so admirably adapted to the purpose for 
which they were intended, that it wax not possible that the list could have been allowed to close until a . 

Grammar had been added to the number. On our first glance through the volume we were struck by its 
completeness. The important subjects of Etymology and Syntax, which are so seldom adequately j 
represented in works ol a moderate cost, are here most fully and clearly treated, the section on the 
origin of language and on the analysis of sentences being especially comprehensive and lucid. Candi- 
dates for admission into the service may feel every confidence that they have in this work all that is 
requisite for the most searching grammatical examination." — Civilian, September 13, 1873. 

“ Mr. Yates’s Civil Service English Grammar appears to be a very carefully prepared and useful 
text book for school-boys and older scholars. It pays a fair share of attention to tne history of English 
grammar and literature.'' — Examiner, September 6, 1873. 

The Civil Service Chronology of History, Art, Literature, and 

Progress. From the Creation of the World to the Conclusion of the Franco-Gcrman 
War. The continuation by W. Douglas Hamilton, F.S.A., of H. M. Public 
Record Office, and University of London. In Three Parts. — I. Ancient History, 
to the Fall of the Western Empire. — II. Mediaval History, to the Year 150a — | 

III. Modem History to the Present Time (Conclusion of the Franco- Germ an 
War). Fcap. 8vo, cloth, upwards of 450 pages, price y. 6 d. 

**A work to assist the industrious and tolerably well informed scholar, and not to cram the idle and 
the ignorant. It enables the student to systematise his own knowledge, and is a very useful, carefully 
compiled, and compendious volume of reference.” — School Board Chronicle. 

44 Accurate, wide, and thorough. It includes many useful and well-arranged tables. We have subjected 
the book to various tests, and it has come through the process very satisfactorily.” — English Churchman. 

" A handy little volume ; for the necessary accuracy on wnich its value depends the name of Mr. 
Douglas Hamilton, of the Public Record Office, may be taken as a guarantee.” — botes and Queries. 

‘ This ia an admirable little work, and one which will be welcomed by the host of young men j 
who are seeking admission into the Civil Service." — Civilian. 

The Civil Service Orthography. A Handy-book of English Spelling. 

With ample Rules and carefully arranged Exercises. Adapted for the use of Schools, 
and of Candidates for the Services. By E.S. H. B. Fcap. 8vo, cloth, price is. 6d. , 

% # Of 1,972 rejections of Candidates for the Civil Sendee during five years , all except 
106 were for deficiency in Spelling or Arithmetic. 

” A very handy, carefully written, and complete little book. . . . E.S.H. B. has done his work 

with thorough care and zeal. . . We may warmly commend this neat little book.” — Pall Mall Gazette. 

“An excellent practical manual. . . . The system is both sensible aud effective. Its exercises 
are among the best we have seen ."—Public Opinion. 

The Civil Service Book-keeping ; or. Book-keeping No Mystery : 

Its Principles popularly Explained and the Theory of Double- Entry Analysed. 

For the use of Young Men commencing Business, Examination Candidates, and * 
Students generally. By an Experienced Book-keeper, late of H.M. Civil Service. 
Second Edition, Fcap. 8vo, strongly bound in cloth, price 2 s. 

” We have never seen a work which expressed with greater force and plainness the mode of keeping 
accounts. The simplicity which the Author imparts to the subject is a high recommendation. We most | 
cordially recommend the book." — Civil Service Gaiette. 

" Few treatises have discussed the subject with such minute clearness ax this little book, which is a 
vade mtcum from which everything may be learnt preparatory to entering upon the realities of the office 
or the counting-house." — Shipping and Mercantile Gazette. 


Handbook of the Telegraph. Being a Manual of Telegraphy, 

Telegraph Clerks’ Remembrancer, and Guide to Candidates for Employment in the 
Telegraph Service. By R. Bond. With Questions on Magnetism, Electricity, and j 
Practical Telegraphy, for the use of Students. By W. McGregor, Assistant Superin- 
tendent, Indian Government Telegraphs. 4th Edition, Fcap., cloth, y. 6 d. 

_ ” Any young persons who wish to fit themselves for the post of Telegraph Clerk, will find the study 
of it a good beginning . . . A series of questions on Magnetism. Electricity, and Practical Tele- 
graphy, by Mr. McGregor, lias been added, and will be found valuable by Students." — Builder. 

i " All who are desirous of being employed in the service of the Telegraphs should at once procure the » 
Manual, f»r it is replete with information which is indispensable to them." — Civilian. % 
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ENGLISH. 

Chickseed without Chickweed. Being very Easy and Entertaining 
Lessons for Little Children. In Three Parts. Part I. In Words of Three Letters. 
Part II. In Words of Four Letters. Part III. In Words of Five or more Letters. 
New Edition, with beautiful Frontispiece by Anelay, i2mo, U. cloth. 

Cobwebs to Catch Flies ; or, Dialogues in Short Sentences. Adapted 
for Children from the «ge of Three to Eight Years. In Two Parts. Part I. Easy 
Lessons in wordsof Three, Four, Five, and Six Letters, suited to Children from Three 
to Five Years of age. Part II. Short Stories for Children from Five to Eight Years 
of age. tamo, ax. cloth gilt. *.* The Parts separately, price is. each. 

The First or Mother’s Dictionary. By Mrs. Jameson. Tenth 

Edition. i8mo, 2 s. 6 d. cloth. 

• # * Common expletives , the names of familiar objects , technical terms and 'words, the 
knowledge of which would be useless to children, or which could not well be explained, in a 
manner adapted to the infant capacity , have been omitted. Most of the definitions are short . ! 
enough to be committed to memory, 

School-Room Lyrics. A Selection of 143 Poems for Youthful 

Readers. Compiled and edited by Anne Knight. New Edition. iSmo, cloth, is. 

The Bible Opened for Children. Comprising numerous Stories 

from the Old and New Testament. By Mary Bradford. With Twelve full-page 
Engravings by Dalziei. Bros. Small crown 8vo, cloth, gilt edges, 2s. bd. 

“The writer of this book has made a successful attempt to relate several of the principal narratives 
embodied in the Old and New Testamenm, in simple language, and in an easy style, suited to the com- 
prehension of young children, who are thereby led to gain a more intimate acquaintance with the principal 
events in Bible history than if they had read them for the first time in the Bible itself.” — Bookseller. 

FRENCH. 

La Bagatelle ; Intended to introduce Children of Five or Six Years Old 
to some knowledge of the French Language. Revised by Madame N. L. New 
and improved Edition, with entirely new Cuts. iSmo, bound, 2s. 6 J. 

44 T This little work has undergone a most careful revision. The orthography has keen 
modernised, and entirely new woodcuts substituted for the old ones. It is now offered to 
parents and others engaged in the education of young children, as well adapted Jor fami- 
liarizing their pupils with the construction and sounds of the Trench language, eosn-eytng 
at the same time excellent moral lessons. 

"A very nice book to be placed in the hands of children ; likely to command their attention by its 
beautiful embellishments.” — Papers for the Schoolmaster. 

“ Awell-kuown little book, revised, improved, and adorned with some very pretty new ptctvres. 

It is, indeed, French made very easy for very little children." — The School and the Teacher. 

Barbauld, Lemons pour des Enfants de 1’ Age de Deux Ans jusqu'i 
Cinq. Traduites de 1 * Anglais de M me. Barbaui.d par M. Pasquier. Suivies des 
Hymnes en Prose pour les Enfants, traduites de l’Anglais de Mme. Barbauld 
par M. Clemence. Nouvelle Edition, le tout revu par Clotii.dk Norris. 
Avec un Vocabulaire complet Fran 9ais- Anglais. i8mo, cloth, 2 s. 

Barbauld, Hymnes en Prose, pour les Enfants, traduites de 

l’Anglaise par M. Clemence. t8mo, limp, ix. 

A Symbolic French and English Vocabulary, for Students of 

Every Age in all Classes ; in which the most useful and common words are taught 
by Illustrations. By L. C. RagonoT, Professor of the French Language. Ninth 
Edition, with 850 Woodcuts and 9 full-page Copperplates. 4to, cloth, 5x. 


GERMAN. 

The Little Scholar's First Step in the German Language. 

By Mrs. Fai.ck Lerahn. 181110, doth, ix. 

The Little Scholar’s First Step in German Reading. Containing 
Fifty Short Moral Tales from Christoph von Schmid, with Notes and Voca- 
bulary. By Mrs. Falck Lebahn. «8mo, cloth, ix. 

The Symbolic Anglo-German Vocabulary, adapted from 

Ragonot’s * ‘ Vocabulaire Symbolique Anglo- Francais.*' Edited by Falck 
Lerahn, Ph.Dr. With 850 Woodcuts and 8 full-page Lithographic Plates- 
Demy 8vo, cloth, 6s. b 4 
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MISCELLANEOUS EDUCATIONAL BOOKS. 

COMPANION VOLUMES ON THE HISTORY OP ROME. 

A History of Rome, from the Earliest Times to the Death of Coramodus, 

A. n. 192. By Dr. Leonhard Schmitz, F.R.S.E., Principal of the London 
International College. (25th Thousand). With upwards of 100 Engravings, small 
8vo, 6 s. cloth. 

** While the difficulties of Dr. Schmitz’s subject are fairly grappled with, the discussion is not oyerladen 
with a needless display of abstruse learning, useless, and therefore mischievous, in a work designed for 

schools To the complete success of this effort to render intelligible to boys this important, if 

not very attractive pan of Roman history, we can testify from our own experience.” — Educational Times. 

Lectures on the History of Rome, from the Earliest Times to the 

Fall of the Western Empire. By B. G. Niebuhr. Edited by Dr. L. Schmitz. 
Fourth Edition. With Portrait. In 1 vol., post 8vo, js. 6 d. cloth. 

TEXT BOOK OF ENGLISH HISTORY, 

For Oxford and Cambridge (Middle Class) Civil Sen-ice and other Examinations. 

The Synoptical History of England. With the Contemporaneous 

Sovereigns and Events of General History, from the Earliest Records to the Present 
Time. Oblong 4to, cloth. 

***A Sccomi and Revised Edition of this Work, brought denun to the General Election of 
1874, is in preparation. 

“The book forms, probably, the most comprehensive and compact manual of English history ever 
published.” — Morning Post. 

" The desiderata of chronological distinctness, facility of reference, and an effective method of aiding 
the memory are all supplied in such a manner as to render this volume almost indispensable to the tyro, 
and certainly of the highest value to the advanced student.’* — Educational Keporter. 

*' The plan of this book is to put in three volumes 4 Principal Events,’ 4 Observations,’ (which, we may 
say, are exceedingly good, both tersely written and judicious), and ‘Contemporary Events.’ Thus a 
glance will give the reader an excellent idea of any period, England being taken, for the time being { as 
the centre. A teacher or lecturer, otherwise well informed on his subject, will find this a most convenient 
text-book.” — Spectator. 

“ We have never seen a better compendium of history than that which is put forth with the designation ! 
of 4 A Synoptical History of England.' . . . The book is really crammed with information, and the whole 
is so well arranged as to place every fact within easy reach." — Daily News. 

“ A thoroughly useful and well arranged work. It is more than a mere school-book, though most 
, useful as a school-book. ... A handy relerencc-book for anyone’s library table.” — English Chutxhman. 

ARITHMETIC FOR COMMERCIAL MEN. 

Intuitive Calculations; or, Easy and Compendious Methods of Per- 
forming the various Arithmetical Operations required in Commercial and Business 
Transactions ; together with full Explanations of Decimals and Duodecimals, several 
Useful Tables, and an Examination and Discussion of the best Schemes for a 
Decimal Coinage. By Daniri. O’Gorman. The Twenty-fourth Edition, Corrected 
and Enlarged by J. R. Young, formerly Professor of Mathematics in Belfast 
l College. 22mo, strongly bound, price 4 s. 6 d. 

| 44 This is not primarily a school arithmetic, but a desk companion for all persons engaged in commercial I 

pursuits, for bankers’ clerks wholesale and retail traders, and the like. It is, in the main, a collection of | 

! ingenious expedients for shortening figuring processes, and substituting brief empirical rules or 4 rules of : 

I thumb.’ The present book is a perfect specimen of its kind, ingenious in labour-saving expedients, clear' j 
I and distinct always . " Literary Churchman. 

“A valuable and, in many respects, a remarkable work, in which arithmetic is dealt with in a simple, j 
I common-sense fashion, that can scarcely fail to prove helpful to students. Many of the ordinary rules are 
replaced by L-ss intricate and more direct modes of obtaining the required results, and figures generally J 
] are dealt with in a manner that renders them much less formidable than they ordinarily prove. The 
I chapters devoted to decimals and decimal coinage are very valuable.” — City Press. 

FRENCH WITHOUT THE ASSISTANCE OF A TEACHER. 

Guide to the French Language. Especially devised for Persons 

who wish to Study that Language Without the Assistance of a Teacher. By J. J. P. 

Le Brethon. Revised and Corrected by L. Sandier, Professor of Languages, j 
and Member of the Historical Institute of France. 14th Edition, 8vo, 7 s. 6 d. cloth. 

A Key to the above Work, by the means of which any Person 

of a mature understanding may acquire the Elements of the French Language 
Practically, as surely as if a professed Teacher of that Language was sitting* by 
his side ; and with a very superficial knowledge of it may teach it to others. 

£ New Edition, 8vo, cloth, 7 s. % 
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BOOKS ON ENGLISH LITERATURE BY JOSEPH PAYNE, 

Professor of the Science and Art of Education to the College of Preceptors, &c. 

Payne’s Select Poetry for Children. With brief Explanatory* Notes, 

arranged for the use of Schools and Families. Eighteenth Edition, with fine Steel | 
Frontispiece. • l8mo, 2s. 6d. cloth; gilt edges, $s. [Just Published. '. 

The present edition has been carefully revised and considerably enlarged, by the 
insertion of several poems, for permission to use which the Publishers nre indebted to the 
generous kindness of Miss Ingelow, Alfred Tennyson, Esq., Robert Browning, Esq., 
the Rev. Canon Kingsley, and others. 

“ Mr. Payne has shown great judgment in his selection of pieces. . . . Extensive, comprehensive, 

and yet simple withal, we could wish for no better introduction to the study of poetry to place in the 
hands of our little ones.” — The Schoolmaster , March 21st, 1874. 

Payne’s Studies in English Poetry. With Short Biographical i 

Sketches, and Notes Explanatory and Critical, intended as a Text-Book for the 
Higher Classes of Schools. Sixth Edition, revised. Post 8vo, in new and elegant 
cloth binding, 5*. 

** The selection is both extensive and varied, including many of the choicest specimens of English 
poetry.” — The Eclectic Rexrieio. 

Payne’s Studies in English Prose. Specimens of the Language in ; 

its various stages ; with Notes Explanatory and Critical. Post 8vo, in new and 
elegant cloth binding, 5 s. 

“ * Studies in English Prose ’ admirably accomplishes the object aimed at by its editor, which is to 
furnish, in the form of specimens, a continuous and systematic view of the development of the English 
language. It is a rare collection of literary gems, and it is difficult to imagine a more useful manual.*— 
Scotsman. 

‘‘An unique attempt, so far as we are aware, to give specimens of the English language from the > 
period previous to the Norman conquest down to quite modern times. The design, which we think a 
good one, has been well executed. The selected passages are worthy to represent the style and opinions 
of their respective authors.”— John Bull . 


BOOKS ON THE ENGLISH LANGUAGE, Ac. 

• * 

The Art of Extempore Speaking : Hints for the Pulpit, the Senate, i 

and the Bar. By M. Bautain, Vicar General and Professor at the Sorbonne, &c. 
Translated from the French. Fifth Edition, fcap., cloth, $s. 6d. 

” It abounds with admirable hints for the oratory of the pulpit, the senate and the bar.” — Standard, 

“ Public speakers, and especially those who are beginning to exercise their talents in addressing others, 1 
will do well to study this work thoroughly at the outset." — Rock. 

Poetry for Schools and Families; or, The Beauties of English 

Poetry. Selected for the Use of Youth. By E. Tomkins. Twenty-second Edition, I 
with fine Steel Frontispiece. Fcap. 8vo, cloth, 2s. 6 d.\ gilt edges, 3 s. 

When to Double your Consonants: The Writer’s Enchiridion, : 

a List-of all the Verbs that Double their Consonants, on taking ed, est, ing, &c. By 
J. S. Scarlett. i8mo, cloth limp, is. 

Mind your H’s and take care of your R’s. Exercises for Acquiring 

the Use and Correcting the Abuse of the letter H ; with Additional Exercises on 
the letter R. By C. W. Smith, Author of “ Clerical Elocution.” Cloth limp, is. 

The Young Reporter : A Practical Guide to the Art and the Profession 

of Shorthand Writing ; with a Dictionary of I^itin Quotations, &c. Fcap., cloth, is. ; 

Events to be Remembered in the History of England. A Series 

of Interesting Narratives of the most Remarkable Occurrences in each Reign. By 
Charles Selby. Twenty-sixth Edition, i2mo, fine paper, with 9 beautiful Illus- 
trations by ANELAY. 3 s. 6d. cloth elegant, gilt edges. 

*** A School Edition, without the illustrations, cloth, 2 s. 6 d. 


The Historical Finger Post : a Handy Book of Terms, Phrases, 

Epithets, Cognomens, Allusions, &c., in connection with Universal History. By 
Edward Shelton, Assistant Editor of “ The Dictionary of Daily Wants,” &c. 
Cheaper Edition, 1 vol., crown 8vo, cloth, 2s. 6d. 


" It is to the historical student and antiquarian what " Enquire Withiti " is to the practical housewife. 

■ V olunteer Service Gazette. 


Technical Memory: The Historical Lives of Dr. Grey’s Technical 

Memory ; with Various Additions, chiefly as they apply to Modern History, 


:» 


arranged for General Use. Eighth Edition, price is. 
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“ The Father of English Poetry*” 

T HE RICHES of CHAUCER: In which his Impurities have been 
Expunged ; his Spelling Modernised ; his Rhythm Accentuated ; and his Obsolete 
Terms Explained ; also have been added a few Explanatory Notes and a New Memoir 
of the Poet. Dy Charles Cowden Clarke, Author of “Tales in Prose from 
Chaucer," “Shakespeare Characters," “ Moliere Characters," &c. Second Edition, 
carefully Revised. With fine Steel Portrait of Chaucer, and Woodcuts, crown 8vo, 
elegantly printed (642 pages), cloth, top edge gilt, price iox. 6d. 

** Mr. Clarke’s book will do more than has yet been done towards making that which has always been 
a pleasure to the few a pleasure to the many. He has modernized Chaucer's spelling, but without 
impairing the antique beauty of his verse ; and his system of accentuation removes the last stumbling* 
block from the feet of the general reader.” — Times. j 

44 There can l>e little doubt that innumerable readers, who would have turned away alarmed at the 
antique orthography of the genuine texts, have been tempted by the facility with which they have 
mastered the ‘Canterbury Tales,' and other poems in Mr. Clarke _s modernised form, to study Chaucer, 
and, appreciating the pathos,' imagery, and humour which abound in his writings, have been eventually 
inducecf to study them in their original form, and had their reward for so doing.” — Notes and Queries. 

" This edition of Chaucer may be put into the hands of young people and modest women with the 
assurance that it will be easily understood and thoroughly enjoyed. We trust that through it our first 
and one of our greatest poets will be introduced into schools and homes, and win a popularity hitherto 
denied him.” — British Quarterly Review. 

Companion Volume to Lamb’s Tales from Shakespeare. 

ALES FROM CHAUCER, IN PROSE. With a Memorial of the 
Poet. Designed chiefly for the Use of Young Persons. By Charles Cowden 
Clarke, Author of “The Riches of Chaucer, ”, “ Shakespeare Characters,” &c. New 
and revised Edition, with 12 full-page Engravings. Fcap. 8vo, extra cloth gilt, price 
y. 6 d. ; gilt edges, 4*. 

41 Mr. Clarke’s worthy purpose is worthily carried out, and the tales will be read with pleasure by those 
who are acquainted with the originals, and with eager delight by the young who arc unable as yet to com- 
prehend Chaucer's terse and -noble verse.” — News of the World. 

44 Mr. Clarke has done that for Chaucer which Charles and Mary Lamb did for Shakespeare. The 
quaint old Stories, with their digressions and entanglements and disfigurements, have been taken in hand I 
by him, and are here presented thoroughly purged from their impurities, and newly dressed.” — 
City Press. 

Best Edition of Lamb’s Tales from Shakespeare. 

T ALES FROM SHAKESPEARE. Designed for the Use of Young 
Persons. By Charles and Mary Lamb. 15th Edition, with Steel Portrait and 
20 beautiful full-page Engravings by Harvey. Fcap. 8vo, extra cloth gilt, price y. 6 J . ; 
gilt edges, 4 s. 

Unique Wedding Gift. 

Just published, small 4U), printed on the finest paper by Clay, and bound in a superb 
cover of white and gold, delicately flowered with orange blossoms. Price 21 s. 

T HE BRIDAL BOUQUET : Culled in the Garden of Literature. By 
Henry Southgate, Author of “ Many Thoughts of Many Minds,” &c. With 
Illustrations from designs by J. D. Watson, E. M. Wimperis, and T. Kennedy. 

% * The Letterpress (400 pages, double columns) consists of extracts in Prose and Verse 
from between Five and Six Hundred Authors — alphabetically from Addison to Zimmer- 
man, chronologically from Homer to Tennyson — on the subjects of Love, Courtship, 
Marriage, Domestic Happiness, Family Life, &c., &c. 

“Very exquisite as to its cover — very beautifully printed — tastefully and profusely illustrated — at a 
Cost of only a guinea, this charming book will be a very acceptable present to any bride.” — Standard. 

44 Mr. Southgate has made his selections with great skill.” — Court Circular. 

“ A real glory for the drawing-room.” — Bookseller. 

t ‘ It is not always easy to select a suitable wedding present, but no one need hesitate in reference to the 
* Bridal Bouauet/ .... We must bear witness to the refined taste which has presided over the 
X selection. The volume is adorned with beautiful illustrations, and is beautifully bound.”— Queen. 
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Four Books relating to the Unseen World. 

G ONE BEFORE : A Manual of Consolation for the’ Bereaved and a 

Well of Sympathy for the Sorrowing, filled from Many Sources. Being a Col- 
lection of Great Thoughts on Bereavement, Consolation, and Resignation, from the 
Works of Celebrated 1 ’oets, Authors, and Divines of all ages, and from the inspired 
pages of Holy Writ. By Henry Southgate, Author of “ Many Thoughts of Many 
Mmds,” "The Bridal Bouquet,” &c. Second Edition, revised. Fcap. Svo, 400 pp., 
price 5;., in a handsome and appropriate cloth binding. 


“ Characterised by great taste and tenderness, and will make a most acceptable present to any who are 
bemoaning the loss of oeloved friends .” — Christian World. 

“ This exquisite selection of prose and verse— made with the judgment which might be expected from 
Mr. Southgate’s experienced taste, will be welcome to many a sorrowing heart .” — Public Opinion. 

" In the present compilation Mr. Southgate has exceeded his former efforts, and has produced a book 
full of the best, the most devout, and most earnest outpourings of our greatest writers upon subjects 
which are most deeply rooted in human nature .” — English Churchman. 

“ This volume is one to take, in hours of sorrow, into the silence of the chamber, and fill the heart with 
its tender words. As a mere collection of prose and poetry it would be worthy of high praise, but as a 
comforter of the grief- stricken it may prove invaluable .” — English Independent. 


M ysteries of life, death, and futurity, illustrated j 

from the best and latest Authorities. Contents : — Life and Time ; Nature of i 

the Soul ; Spiritual Life ; Mental Operations ; Belief and Scepticism ; Premature Inter- 
ment ; Phenomena of Death ; Sin and Punishment ; The Crucifixion of Our Lord ; The 
End of the World ; Man After Death ; The Intermediate State ; The Great Resurrec- 
tion ; Recognition of the Blessed ; The Day of Judgment ; The Future States, &c. By 
Horace Welby. With an Emblematic Frontispiece, fcap., 5-r. cloth. 

“A pleasant, dreamy, charming, startling, little volume.”— Weekly Dispatch. 

” The scoffer might read these pages to his profit, and the pious believer will be charmed with them. 
Burton's 4 Anatomy of Melancholy f is a fine suggestive book, and full of learning: and of the volume 
before us wc are inclined to speak in the same terms.” — Era. 

P REDICTIONS REALIZED IN MODERN TIMES. Now first 

Collected. Contents : — Days and Numbers ; Prophesying Almanacks ; Omens ; 
Historical Predictions ; Predictions of the French Revolution; The Bonaparte Family ; 
Discoveries and Inventions anticipated ; Scriptural Prophecies, &c. By Horace Welby. 
With a Frontispiece, fcap., 51. cloth. 

41 This U an odd but attractive volume, compiled from various and often little known sources, and is 
full of amusing reading." — Critic. 

A volume containing a variety of curious and startling narratives on many points of supematuraikm, j 
well calculated to gratify that love of the marvellous which is inherent in us all .” — Notes and Queries. 

T HE LITERATURE AND CURIOSITIES OF DREAMS : A Common- J 

place Book of Speculations concerning the Mystery of Dreams and Visions, 
Records of Curious and Well Authenticated Dreams, and Notes on the Various Modes 
of Interpretation adopted in Ancient and Modem Times. By Frank Skafield, M.A. 
Second Edition, Revised, post 8vo, 536 pages, 7 s. bd. cloth. 

" An exhaustive book upon the subject .... Mr. Seaficld's own suggestions upon the nature of dreams 
are sensible and straightforward, and his appreciation of the historical science of dream interpretation 
appears to be that of a truthful and welt-informed critic.”— Saturday Review. 

"A volume full of rare and curious information.”— Observer. 

"Inexhaustible materials for conversation and argument .’’— Fall Mall Gazette. 


Geology and Genesis Harmonized. 

T HE TWIN RECORDS OF CREATION; or, Geology and Genesis, ' 
their Perfect Harmony and Wonderful Concord. By George W. Victor Le 
Vaux. With numerous Illustrations. Fcap. 8vo, price 5 s. cloth. 

”A valuable contribution to the evidences of Revelation, and disposes very conclusively of the 
arguments of those who would 'setlGod’s works against God's Word. No real difficulty is shirked, and 
no sophistry is left unexposed . The Rock. 

.The author combines an abounded admiration of science with an unbounded admiration of the 
Written Record. The two impulses are balanced to a nicety ; and the consequeucc is, that difficulties, 
which to minds less evenly poised would be serious, find immediate solutions of the happiest kind.” — 
London Review 


£ 


S CIENCE ELUCIDATIVE OF SCRIPTURE, AND NOT ANTAC.O- 
NISTIC TO IT. Being a Scries of Essays on — 1. Alleged Discrepancies; 
2. The Theories of the Geologists and Figure of the Earth ; 3, The Mosaic Cosmo- 
gony ; 4. Miracles in General — Views of Hume and Powell ; 5. The Miracle of 
Joshua — Views of Dr. Colenso : The Supematurally Impossible ; 6. The Age of the 
Fixed Stars — their Distances and Masses. By Professor J. R. Young, Author of “A 
Course of Elementary Mathematics,” &c., &c. Fcap. 8vo, price 5/. cloth lettered. 


Professor Young’s examination of the early verses of Genesis, in connection with modern scicntiik 
hypotheses, is excellent. English Churchman. 

No one can rise from its perusal without being impressed with a sense of the singular weakness of a 
modern scepticism , "—Baptist Magazine. 



POPULAR WORKS. 


A SERIES OF ELEGANT GIFT-BOOKS. 

T RUTHS ILLUSTRATED BY GREAT AUTHORS : A Dictionary of 
nearly Four Thousand Aids to Reflection, Quotations of Maxims, Metaphors, 
Counsels, Cautions Proverbs, Aphorisms, 8cc. f &c. In Prose and Verse. Compiled 
from the Great Writers of all Ages and Countries. Eleventh Edition, fcap. Svo, cloth, 
gilt edges, 568 pages, $j. 

" The quotations are perfect gems : their selection evinces sound judgment and an excellent taste." — 
Dispatch. " It should find its way to every home.” — Era. “ We know of no better book of its kind.” — 


T he philosophy of william Shakespeare ; delineating, 

in Seven Hundred and Fifty Passages selected from his Plays, the Multiform 
Phases of the Human Mind. With Index and References. Collated, Elucidated, and 
Alphabetically arranged, by the Editors of “Truths Illustrated by Great Authors." 
Second Edition, fcap. 8vo, cloth, gilt edges, nearly 700 pages, with beautiful Vignette 
Title, price 5/. 

K=$*A glance at this volume will at once show its superiority to Dodd's " Beauties,” or any other 
volume of Shakspearian selections. 

S ongs of the soul during its pilgrimage heaven- 
ward ; being a New Collection of Poetry, illustrative of the Power of the Christian 
Faith ; selected’from the Works of the most eminent British, Foreign, and American 
Writers, Ancient and Modern, Original and Translated. By the Editors of “ Truths 
Illustrated by Great Authors,” &c. Second Edition, fcap. 8vo, cloth, gilt edges, 638 
pages, with beautiful Frontispiece and Title, price 5*. 

I3T This elegant volume is the best collection of religious poetry extant. 

T HE BEAUTY OF HOLINESS; or, The Practical Christian's Daily I 
Companion; being a Collection of upwards of Two Thousand Reflective and j 
Spiritual Passages, remarkable for their Sublimity, Beauty, and Practicability ; selected 
from the Sacred Writings, and arranged in Eighty-two Sections, each comprising a 
different theme for meditation. By the Editor of “ Truths Illustrated by Great Authors.” 
Third Edition, fcap. 8vo, cloth, gilt edges, 536 pages, 5*. 

u Those who are in the constant habit of consulting the Bible will appreciate a selection of some of its 
most sublime and impressive passages, arranged and classed ready at once to meet the eye." — Extract 
from Preface. 

E vents to be remembered in the history of Eng- 
land. Forming a Series of interesting Narratives, extracted from the pages of 
Contemporary Chronicles or Modern Historians, of the most Remarkable Occurrences 
in each Reign ; with Reviews of the Manners, Domestic Habits, Amusements, Costumes, 
&c., of the People, Chronological Table, &c. By Charles Selby. Twenty-fifth 
Edition, i2mo, fine paper, with Nine beautiful Illustrations by An ELAY, price Jr. (sd. i 
cloth elegant, gilt edges. 

N.B. — A School Edition, without the Illustrations, 2s. 6J. cloth. 

Liar" Great care has been taken to render this book unobjectionable, by excluding everything that could 
not be read aloud in families, and by abstinence from all party spirit, alike in politics as in religion. 

T HE TONGUE OF TIME; or, The Language of a Church Clock. 

By William Harrison, A.M., Domestic Chaplain to H.R.H. the Duke of 
Cambridge, Rector of Birch, Essex. Sixth Edition, with Frontispiece, fcap. 2s. 6 d. clgth. | 

R ichard cobden, the apostle of free trade : a Bio- I 

graphy. By John McGilchrist, Author of “ The Life of Lord Dundonald,” &c. 
With Photographic Portrait and Autograph, and Vignette of Birthplace, fcap. cloth, price 
3s. 6 d. ; Cheap Edition, without Portrait, 2 s. boards. 

_ "The narrative is so condensed, and the style at once so clear and vigorous, that the volume is eminently 
entitled to a popular circulation. . . . We trust it will find its way to the book-shelves of thousands 

of working men." — Morning Star. 

" The mind of Cobden, as it gradually developed itself, is unfolded before us, and the volume brings j 
to a focus many most interesting expressions of the deceased statesman’s views.' — London Review. 

T HE FABLES OF BABRIUS. Translated into English Verse from 
the Text of Sir G. Comewall Lewis. By the Rev. James Davies, of Lincoln 
College, Oxford. Fcap., 6/. cloth antique. 

"Who was Babrius?” The reply may not improbably startle the reader. Babrius was the real, 
original Avsop. Nothing is so fabulous about the fables of our childhood as their reputed authorship." — 
Daily News. 

"A fable-book which is admirably adapted to take the place of the imperfect collections of ^Esopian . 
wisdom which have hitherto held the first place in our juvenile libraries.” — Hertford Times. 
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JOHN TIMBS’S POPULAR WORKS. 

” Any one who reads anti remembers Mr. Timbs’s encyclopedic varieties should ever after be a good 
table-talker, an excellent companion for children, a ‘ well-read’ person, and a proficient lecturer.” — 
A thetueum. 

T hings not generally known familiarly explained. 

(General Information.) By John Times, F.S.A. 2 Vols., 2 s. 6 J . each ; or in 
i Vol., 5-r. cloth. 

“ A book as full of information as a pomegranate is full of seed.” — Punch . 

" A very amusing miscellany ." — Gentleman s Magazine. 

“ And as instructive as it is amusing.” — Notes and Queries. 

C URIOSITIES OF SCIENCE, Past and Present. By JOHN Timbs, 
F.S.A. 2 Vols., 2 s. 6 d. each ; or in i Vol., 5*. cloth. 

“ ‘ Curiosities of Science’ contains as much information as could otherwise be gleaned from reading 
elaborate treatises on physical phenomena, acoustics, optics, astronomy, geology, and palaeontology, 
meteorology, nautical geography, magnetism, the electric telegraph, &c. — Mining Journal. 

C URIOSITIES OF HISTORY. By John Timbs, F.S.A. Fcap., 
2s. 6d. cloth ; or, with “Popular Errors,*’ in I Vol., 5 s. cloth. 

“ We can conceive no more amusing book for the drawing-room, or one more useful for the school- 
room. ” — Art Journal. 

P opular errors explained and illustrated. By 

John Times, F.S.A. Fcap., 2s. 6 d. cloth; or, with “Curiosities of History,” 
in 1 Vol., 5-r. cloth. 

“ We know of few better books for young persons ; it is instructive, entertaining, and reliable."— 
Builder. 

T HINGS TO BE REMEMBERED IN DAILY LIFE. With Personal 
Experiences and Recollections. By John Times, F.S.A. With Frontispiece. 
Fcap., 2 s. 6< i. cloth. 

“A valuable and memorable book, and represents great research, and considerable and arduous 
labour.” — Morning Post. 

N otable things of our own time. By John timbs, 

F.S.A. With copious Index, Frontispiece and Vignette, 2 s. 6 d. 

“ This is a supplementary volume of ‘Things Not Generally Known,’ and deals, like that, with all 
kinds of subjects in the same pithy manner.” — Illustrated London Ne-ws. 

# # * The above six works have been gathered together and bound in uniform style in Four 
handsome Volumes , under the general title {which appertains to them all) of 

T HINGS NOT GENERALLY KNOWN. By John Timbs, F.S.A., 
Author of “Curiosities of London.” New Edition, in Four Double Volumes. 
(Vol. I., General Information ; Vol. II., Curiosities of Science ; Vol. III., 
Curiosities of History, and Popular Errors Explained; Vol. IV., Things 
to be Remembered in Daily Life, and Notable Things of Our Own Time), 
either cloth elegant or strongly half-bound, gilt backs, price 2oj. 

%4jff No more suitable contribution to a School , Village , or Workmen' s or Mechanics' 
Institute Library could be made than the above handsome set of volumes , which comprise 
in themselves an almost inexhaustible mine of instruction and amusement. 

K NOWLEDGE FOR THE TIME : A Manual of Reading, Reference, 
and Conversation on Subjects of Living Interest. Illustrated from the best 
and latest authorities. By John Timbs, F.S.A. Sm. 8vo, with Frontispiece, y.6d. cloth. 

” Mr. Timbs’s personal experiences and recollections are peculiarly valuable, as embodying the 
observations of an acute, intelligent, and cultivated mind.” — Observer. ~ 

S OMETHING FOR EVERYBODY, AND A GARLAND FOR THE 
YEAR. A Book for House and Home. By John Timbs, F.S.A., Author of 
“Curiosities of London,” &c. With Coloured Title, post 8vo, pp.320, 3^. 6 d. cloth. 

“ Full of odd, quaint, out-of-the-way bits of information, upon all imaginable subjects, is this amusing 
volume, wherein Mr. Timbs discourses upon domestic, rural, metropolitan, and social life, interesting 
nooks of English localities, time-honoured customs, and old-world observances.” — Nates and Queries. 

‘‘No one can open this volume without finding something in it that is at once amusing and instruc- 
tive. It seems to us particularly well adapted for parochial Tending libraries.” — Saturday Kevierr. 

H ISTORIC NINEPINS: A Book of Curiosities, where Old and Young 
may read Strange Matters. By John Timbs, Author of “Things Not Gene- 
rally Known,” &c., &c. Crown 8vo, nearly 400 pages, price 6s. cloth. 

“ The title which Mr. Timbs has chosen seems to suggest that he regards the game of bowling over 
erroneous beliefs, as one which is too amusing to be reserved for the learned.” — Pall Mall Gcrzette. 


« uujaioi ine OOOK is, as me autnor says, to supply Ute requirements ot a Urge class of readers 
>y explaining the origin of many traditions and legends of ancient and modern history, separating tbe 

dlvpu ted s ubj e c t^ C — Ao w g 1 anc * rca< *able * onn , giving the arguments for and against cm vanoes 
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POPULAR WORKS. 


BOOKS FOR THE SOCIAL CIRCLE. 

R IDDLES in RHYME : A Book of Enigmas, Charades, Conundrums, &c. 
with Answers. Edited by EDMUNir Sybr Fulcher. In cloth extra, gilt edges, 

2 s . 6 d . 

D OUBLE ACROSTICS. By various Authors. Edited by K. L. Second 
Edition, revised and enlarged. In cloth extra, gilt edges, price 2s . 6 d . 

D O YOU GIVE IT UP? A Collection of the most amusing Conundrums, 
Riddles, &c. of the Day, with Answers. Second Edition. In cloth limp, lettered, 
price is. 

B EETON’S BOOK OF ANECDOTE, WIT AND HUMOUR; Being a 
Collection of Wise and Witty Things in Prose and Verse : together with a Selection 
of Curious Epitaphs. Fourth Edition, in coloured w'rapper, price lx. 

B EETON’S BOOK OF JOKES AND JESTS ; or, Good Things Said and 
Sung. Second Edition, in coloured wrapper, price is. 

OOD THINGS FOR RAILWAY READERS. One Thousand Anec- 
dotes, original and selected. By the Editor of “The Railway Anecdote Book.” 
Large type, crown 8vo, with Frontispiece, price 2s . 6 d . 

“A capital collection, and will certainly become a favourite with all railway readers.” — Reader. 

" Fresh, racy, and original.” — John Bull. 

T HE LAWS AND BYE-LAWS OF GOOD SOCIETY: A Code of ! 
Modern Etiquette. 32mo, neatly bound, price 6 d. Also by the same Author, 

T HE ART OF DRESSING WELL : A Book of Hints on the Choice of ’ 
Colours to suit the Complexion and the Hair ; with the Theory and Practice of the 
Art of Dress, &c. 32mo, neatly bound, price 6 d . 

“ Two pretty little volumes for those who have the privilege of entering into society, but are'unac- j 
quainted with its forms.”— Sunday Times. 

" These little books are superior to those usually published on similar subjects ; they arc gems in their 
way.” — Civil Service Gazette. 


THE MINIATURE LIBRARY. 



A Series of elegantly printed Pocket Volumes , most of them containing a fine Steel 
Frontispiece or Portrait, and bound in best red cloth, gilt back and sides. 


Barbauld and Aikin’s Evenings at | 
Home. 2 s . 6 d . 

Bourrienne’s Memoirs ok Napoleon. 1 
3 s - 6 d . 

Byron’s Poetical Works, with Life by 1 
H. Lytton Bulwer. 3*. 6 d . 

Byron’s Don Juan. 2 s . 6 d . 

Bunyan’s Pilgrim’s Progress, with a | 
Life and Notes. Frontispiece, and 25 \ 
whole-page Woodcuts. 31. 6 d. 

Cheever’s Lectures on Bunyan’s 
Pilgrim’s Progress, and the Life and 
Times of Bunyan. 2 s . (> d . 

Coleridge’s Poetical Works. 2 s . 

Cowper’s Poetical Works, with Short 
Life by SoUTHBY. 3x. 6< l . 

Encyclopedia of Manners and j 
Etiquette, comprising Chesterfield’s 
Advice, &c. 2x. 


Dryden’s Poetical Works. 3 s. (nl. 
Heber’s (Bp.), Hemans’ (Mrs.), and 
Radcliffe’s (Ann) Poetical Works. 
3 Vols. in 1. 2s . 6 d . 

Herrick’s Poetical Works. 2 s . 6 d. 
Milton’s Poetical Works, complete. 

With Life by Dr. Stebbing. 3*. 6 d . 
Ossian’s Poems. Translated by Mac- 
PHERSON. 2 S . 6 d . 

Pope’s Homer’s Iliad, with Notes and 
Index. 3X. 

Scott’s Poetical Works. 3*. 6 d . 
Sturm's Reflections on the Works 
of God. y . 

Thomson’s Seasons, with his Castle 
of Indolence. With 4 fine Woodcuts 
by Harvey. 2 s . 

Vathek and the Amber Witch. 
2s . 6 d . 


THE POCKET ENGLISH CLASSICS. 

32 mo, neatly printed, bound in cloth , lettered, price Sixpence each : — 

Vicar of Wakefield. — Goldsmith’s Poetical Works.— Coleridge’s Poems.— 
Falconer’s Shipwreck.— Rasselas.— Sterne’s Journey.— Locke on the Under- 
standing. — Thomson’s Seasons. — Inch bald’s Nature and Art. — Bloomfield’s 
Farmer’s Boy. — Scott’s Lady.— Scott’s Lay.— Walton’s Angler, 2 Parts ix.— 
Elizabeth ; or, The Exiles. — Cowpf.r’s Task. — Pope’s Essay and Blair’s 
* Grave.— Gray and Collins.— Gay’s Fables.— Paul and Virginia. A 
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POPULAR JUVENILE GIFT BOOKS. 

T HE BOY’S OWN BOOK : A Complete Encyclopaedia of Sports and Pas- 
times, Athletic, Scientific, and Recreative. A new and greatly Enlarged Edition^ in- 
cluding the Newest (James and Amusements ; with more than 600 Illustrations (many of 
them quite new), 10 Vignette Titles printed in Gold, and over 700 pages. Handsomely 
bound in cloth, 8 s. 6 d. ; or in French morocco, gilt edges, 12s. 

" Not one amongst its rivals — not half-a-dozen of them rolled into one — can match our old favourite. 
... It is still peerless ! . . . More truly than ever the lawgiver of the playground.” — Sun. 

" * The Boy’s Own Book ’ has had many imitators, but they have been but puny counterfeits, and the 
new edition just issued may bid defiance to them all. Brought up to the present day, it is * itself alone’ 
THE hook far keys.'' — Bailey's Magazine 0/ S/orts. 

*• Mr. Lockwood's ‘ Boy’s Own Book ’ is tne real original work which we knew in days long gone by, 
but in a new and much enlarged form. To name it is to praise it, and we need not say that here is enough 
for the schoolboy under his most serious and unserious aspects.” — Saturday Review, 

'“The Boy’s Own Book ’is still the book which English lads take most delight in .” — Civil Service 
Gazette. 

'-pHE BOY’S HOME BOOK OF SPORTS, GAMES, EXERCISES, AND 
PURSUITS. By Writers of “The Boy’s Own Magazine.” Beautifully printed 
on toned paper, with Two Hundred Engravings, and Coloured Frontispiece and Title. 
Cloth elegant, gilt edges, 2 s. 6 d. 

"It is a charming little volume, especially suited for holiday times, and full of information healthful to 
mind and body.” — Civil Service Gazette. 

T HE WAY TO WIN : A Story of Adventure, Afloat and Ashore. By 
Charles A. Beach, Author of “ Lost Lenore,” “ Ran Away from Home,” &c. 
With full-page Engravings, cloth elegant, 3*. 6d. 

" A delightful work to read, with a good moral.” — Rock. 

" We have seldom read a book which has pleased us more than this .” — Civil Service Gazette. 


T HE BIBLE OPENED FOR CHILDREN. Comprising numerous 
Stories from the Old and NewTestament. By Mary Bradford. Illustrated with 
Twelve full-page Engravings by Dalzikl Brothers. Small crown 8vo, cloth, 2 s. 6 d. 

" The stories of the lives and adventures of Scriptural characters are herein simply told, and all those parents 
who feel the impossibility of giving children of tender years the Bible to read, may overcome the difficulty 
they have in conveying to their minds the facts of the sacred narrative by consulting this neat link volume.” 
— Weekly Dispatch. 

A MANUAL OF SWIMMING; including Bathing, Plunging. Diving, 
Floating, Scientific Swimming, ami Training ; with a Chapter on Drowning, 
Rescuing, &c. By Charles Steedman, several years Champion Swimmer of Victoria. 
With Thirty-one Illustrations. Fcap., cloth, Ji. bd. 

" The most complete work of the kind we have seen, and we have every confidence in recommending it/ 
— Educational Times. 


“ A /[ANY HAPPY RETURNS OF THE DAY!” A Birthday Book for 
IV 1 Boys and Girls. By Charles and Mary Cowden Clarke, Authors of the 
“ Concordance to Shakspeare,” &c. Second Edition. Profusely illustrated by the 
Brothers Dalziel and others. Post 8vo, with illuminated cloth binding, gilt edges, dr. 

" A very charming little book The volume docs not contain a chapter from which something 

may not be learnt. We can strongly and conscientiously recommend it to those parents and friends who, 
in making a present, consult not only the gratification, but also the benefit of the recipients, who will, we 
feel assured, at any season, on receiving it, mentally wish themselves '(Many Happy Returns of the 
Day ! ’ ” — Literary Gazette. 

M ERRY TALES FOR LITTLE FOLK. Edited by Madame de 
Chatelain. Illustrated with more than Two Hundred Pictures. Cloth gilt, 
price 31. btl. ; gilt edges, 41. Containing Forty Favourite old Nursery Stories, including— 
The House that Jack Built — Little Bo-Peep — Old Mother Goose — Cock Robin — Old Mother Hubbard 
—The Three Bears— The Ugly Duck — Jack the Giant Killer— Jack and the Bean Stalk — Tom Thumb- 
Puss in Boots — Little Red Riding Hood, 8lc., &c. 

"A charming collection of favourite stories.” — Atkenaum. 

" A comfortable, pretty and charmingly illustrated volume, which ought to be placed in every nursery 
by Act of Parliament." — A unt Judy's Magazine. 


C AST AWAY ON THE AUCKLAND ISLES : A Narrative of the Wreck 
of the “Grafton,” and of the Escape of the Crew, after Twenty Months’ Suffering 
From the Private Journals of Captain THOMAS MVSGRAVE. Edited by Jolts J. 
Siiillinglaw, F. R.G.S. Post 5 vo, with Portrait and Sketch Map, 3/. 6 d. 

The Times Correspondent (December 19, 1865) says that Captain Musgravc’s Diary "is almost 1* 
interesting as Daniel Defoe, besides being, as the chiltfren say, ‘all true.’” 

» JV 00 !? ,ntcrc ** in * of travels and privation has not appeared since ‘ Robinson Crusoe ; ’ and it 

has this advantage over the work of fiction, that it is a fid." -Observer. 

Court C/^J 2 n l,0n ° f DefoC 5 imnginalivc hi «ory, with greater difficulties and severer hardships."- 
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POPULAR WORKS. 


The Popular Works of the Author of “A Trap to Catch a Sunbeam.” 

"In telling a simple story, and in the management of dialogue, the Author is excelled by few writers of 
the present day .” — Literary Gazette. 

A TRAP TO CATCH A SUNBEAM. Thirty-fifth Edition, price o d. 
cloth ; 6 d. sewed. 

“ A ide-toi, ft le ciel t ' a idem is the moral of this pleasant and interesting story, to which we assign in this 
Gazette a place immediately after Charles Dickens, as its due, for many passages not unworthy of him 
and for a general scheme quite in unison with his best feelings towards the lowly and dcDressed 
Literary Gazette. ^ 

(tar A Cheap Edition of the above popular story has been prepared for distribution. 
Sold only in Packets , price Is., containing 12 copies. 

Also, by the same Author, each cloth lettered, price tyi.; or in coloured wrapper, 6d. 
Married and Settled. “ Only A Tale for Young and Old 

“Coming Home.” The Cloud with the Silver Lining. 

Old Jollifee: Not a Goblin Story. The Star in the Desert 

The Sequel to Old Jollifff.. Amy’s Kitchen : A Village Romance 

The House on the Rock. “ A Merry Christmas.’*’ 

Also in a Collected form , as follows : — 

S UNBEAM STORIES. A Selection of the Tales by the Author of “A 
Trap to Catch a Sunbeam,” &c. Illustrated by Absoi.on and Anelay. First 
Series. Contents : — A Trap to Catch a Sunbeam— Old Jolliffe— Sequel to Old Jollifle— 
The Star in the Desert—” Only”—" A Merry Christmas.” Fcap., doth elegant, Js. 6 d. 

S UNBEAM STORIES. Second Series. Illustrated by Absolon and 

Anelay. Contents : — The Cloud with the Silver Lining— Coming Home Amy’s 

Kitchen — The House on the Rock. Fcap., cloth elegant, jj. 6d. 

S UNBEAM STORIES. Third Series. Illustrated by James Godwin, 

&c. Contents : — The Dream Chintz — Sibert’s Wold ; or, Cross Purposes. Fean 
cloth elegant, Jr. 6d. 1 ’ 

S UNBEAM STORIES. Fourth Series. Contents : — Minnie’s I.ove 

and the New Tale. Married and Settled. Illustrated with Four full-page Engrav- 
ings. Fcap., cloth elegant, y. 6d. l & 

,MT No Village Library ought to be without a Set of the above extraordinarily Popular 
Stories, of which the aggregate sale has reached hundreds of thousands. 

L ITTLE SUNSHINE : A Tale to be Read to very Young Children. By 
the Author of “ A Trap to Catch a Sunbeam.” In square i6mo, coloured borders 
engraved Frontispiece and Vignette, fancy boards, price 2s. 

"Just the thing to rivet the attention of children .” — Stamford Mercury. 

14 As pleasing a child’s book as we recollect seeing .” — Plymouth Herald. 

S IBERT’S WOLD; or, Cross Purposes. A Talc. By the Author of “ A 
Trap to Catch a Sunbeam,” ho., &c. Third Edition, cloth limp, 2s. 

T HE DREAM CHINTZ. By the Author of “ A Trap to Catch a Sunbeam ” 
&c. Illustrations by James Godwin. Second Edit. Fancy cover, cloth, 2s. 6 d. ’ 
"We take leave of this little book with unfeigned regret. Its whole spirit and tendency is to purify 
strengthen, console ; to make us contented with our lot ; to lead us never to doubt Almighty mercy’ 
nor to relax in our own proper exertions ; to be kind and charitable to our fellow-creatures and to 
despise none, since none are created in vain ; to hope, believe, love here, as we desire hereafter to meet 
again the loved ones who have gone before into 4 the beautiful country .’’ 5 — Literary Gazette. 

Mr. Timbs’s Two Favourite Juvenile Books. 

S tories of inventors and discoverers in science 

AND THE USEFUL ARTS. By John Times. Second Edition. Many 
Ulustimtions, price y. 6 d. cloth. 

“Another interesting and wcll-colicctcd book, ranging from Archimedes and Roger Bacon to the 
Stephensons. ” — A thentrnm. 

"No better present could be put into the hands of an intelligent lad .*' — Notes and Queries. 

QCHOOL-DAYS OF EMINENT MEN. Containing School and College 
O Lives of the most celebrated British Authors, Poets, and Philosophers ; Inventors 
and Discoverers ; Divines, Heroes, Statesmen, &c. By JonN Times. Frontispiece by 
Gilbert, 13 Views of Public Schools, and 20 Portraits by Harvey. Fcap., $s. 6 d. cl. 

41 A book to interest all boys, but more especially those of Westminster. Eton. Harrow Ruzbv and 
Winchester ; for of these the accounts are full and interesting .” — Notes and Queries. ’ 6 > ’ 

"A most amusing volume, and will be a most acceptable present to any schoolboy ambitious of fimrimr 
X in a future edition as one of England's 4 Eminent Men.* " — Gentleman’s Magazine. * ® 
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V 48 LOCKWOOD & CO.'S CATALOGUE OF POPULAR BOOKS. 


BOOKS OF HOUSEHOLD REFERENCE. 


“A COMPLETE EPITOME OF THE LAWS OF THIS COUNTRY, i" 

E VERY MAN'S OWN LAWYER: A Handy-Book of the Principles of 
Law and Equity. By A Barrister. Eleventh Edition. Carefully revised, 
including a Summary of the Ballot Act, the Adulteration of Food Act, the Masters’ and 
Workmen’s Arbitration Act, the Reported Cases of the Courts of Law and Eauitjr, and 
Summaries of the Latest Statute Laws down to the end of the last Session. With Notes 
and References to the Authorities. i2mo, price 6 s. &/., (saved at every consultation), 
strongly bound. [Now Ready. 

Comprising The Rights and Wrongs of Individuals— Mercantile and Commercial Lsw— 
Criminal Law— Parish Law— County Court Law— Game and Fishery Laws— Poor Min’s 
Lawsuits — The Laws of Bankruptcy — Bills of Exchange— Contracts and Agreements- 
Copyright— Dower and Divorck— Elections and Registration— Insurance— Lidei. and Slander 
— Mortgages — Settlements — Stock Exchange Practice— Trade Marks and Patents — 
Trespass, Nuisances, etc. — Transfer of Land, etc. — Warranty — Wills and Agreements, etc. 
Also Law for landlord and Tenant — Master and Servant— Workmen and Apprentices— Heirs, Devisees, 
and legatees — Husband and Wife — Executors and Trustees— Guardian and Ward — Married Women 
and Infants — Partners and Agents — Lender and Borrower — Debtor and Creditor — Purchaser and Vendor 
— Companies and Associations — Friendly Societies — Clergymen, Churchwardens — Medical Practitioners, 

, Ac.— Bankers — Farmers — Contractors- Stock and Share Brokers— Sportsmen and Gamekeepers— Farriers 
' and Horse Dealers— Auctioneers, House-Agents— Innkeepers, &c.— Pawnbrokers— Surveyors— Railways 
I and Carriers, Ac., & c. 

Opinions of the Press. 

" No Englishman ought to be without this book . . . any person perfectly uninformed on legal mitten, 
who may require sound information on unknown law points, will, by reference to this book, acquire the 
necessary information ; and thus on many occasions save the expense and loss of time of a visit to a 
lawyer.” — Engineer. 

.It is a complete code of English Law, written in plain language, which all can understand . . . should 
be in the hands of every business man, and all who wish to abolish lawyers* bills .** — Weekly Times. 

“ A useful and concise epitome of the law, compiled with considerable care.” — Law Magazine. 

“ What it professes to be— a complete epitome of the laws of this country, thoroughly intelligible to aon- 
profcssional readers. The book is a handy one to have in readiness when some knotty point requires ready 
solution." — Bell's Life. 

T HE DOMESTIC SERVICE GUIDE to Housekeeping, Practical 
Cookery, Pickling and Preserving, Household Work, Daily Management, Invalid 
Diet, the Table and Dessert, Cellarage of Wines, Home Brewing and Wine-Making, the 
Boudoir and Dressing-Room, Travelling, Stable Economy, Gardening, &c. Being a 
Complete Handbook of the Duties of the Housekeeper, Cook, Lady’s-Maid, Nursery- 
| Maid, Housemaid, Laundry-Maid, Dairy-Maid, Butler, Valet, Footman, Coachman, 
Groom, Gardener. From the best and latest Authorities, and the Communications of 
Heads of Families. With Several Hundred New Receipts. Cheaper Edition, closely 
printed, post 8vo, price 5-r. cloth. 

“ Quite an Encyclopaedia of domestic matters. We have been greatly pleased with the good sense and 
good feeling of what may be called the moral directions, and the neatness and lucidity of the explanatory 
details." — Court Circular. 

I “ We find here directions to be discovered in no other book, tending to save expense to the pocket, as 

well as labour to the head.” — John Bull. 

" A thoroughly practical and well-arranged guide to the duties of home. . . . contains many hun- 

I dreds of new and useful receipts. . . . We cordially commend the volume to the notice of heads of 

I families, and the public generally." — Lady's Own Paper. 

W HOLESOME FARE ; or, The Doctor and the Cook. A Manual of the 
Laws of Food and the Practice of Cookery. Embodying the best Receipts in 
British and Continental Cookery; with Hints and Receipts for theSedentary, the Sick, and 
the Convalescent. ByEDMD. S. and Ellen J. Delamere. Post 8vo, pp. Soo, <ys. doth. 
" The first really readable and amusing cookery-book since Kitchener’s. The Author of ‘ Wholesome 
j Fare ' is something more than a cook and a physician ; he is a philosopher, and will astonish his reader* 
here and there with things not generally know n, yet as true and obvious as daylight.’* — Fun. 

"The most complete and satisfactory volume on the culinary art we have ever seen. As superior to the 
ordinary cookery books — notwithstanding their pretentious coloured pictures, and tbeir meretricious and 
I often worthless receipts — as a diamond is to a glass imitation of that gem." — Country Life. 

" 4 Wholesome Fare * is unique in this kind of literature There is so much anecdote and 

pleasant reading in the work, that it might well deserv e a place in any library, circulating or stationary. 
— Latulon Society (" Piccadilly Papers,” March, 18C8). . 

44 The introductory chapters contain more sound sense and culinary chemistry, clearly communicated. 

I than any of the numerous cookery-books we have met with ." — Morning Advertiser. 


n. 


T HE INSTANT RECKONER. Showing the Value of any Quantity of 
Goods, including Fractional Parts of a Pound Weight, at any price from One 
Farthing to Twenty Shillings ; with an Introduction, embracing copious Notes of Coins 
*Yll6h| s » Measures, and other Commercial and Useful Information : and an Appendix 
or Tables of Interest, Salaries, Commissions, &c. 24010, u. M. cloth, or is. leather. 

tSS~ Indisfensaklt to evtry J/oustkeeftr. 
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